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PREFACE. 



In the analysis of swing-bridges given 
in the following pages, no acknowledg- 
ment of indebtedness, or other reference, 
to any work which has appeared upon 
the subject, is therein made, as no book 
has been consulted in its preparation, 
although much of the ground has been 
previously well explored; except that 
equation (1), of Case III, was taken with- 
out material change from Professor W. 
H. Burr's able work on the " Stresses in 
Bridge and Roof Trusses." Otherwise 
the solution of continuity herein given is 
entirely the result of independent inves- 
tigation. 

In the Introduction no originality 
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whatever has been attempted. The 
principles given are well known and 
established. The texts of other writers 
have been liberally drawn upon, where 
principles were found so well expressed 
as to warrant such quotation; and due 
credit has been given in each case. 

It may be noticed that among the 
fundamental principles stated, no men- 
tion is made of the " Parallelogram of 
Forces." This term is thought to be 
inelegant in both its logic and its appli- 
cation. The Triangle of Forces con- 
cisely covers the same ground, without 
the use of superfluous lines. 

The article on the analysis of the 
stresses in swing-bridges, of which the 
greater portion of these pages consists, 
was originally intended for publication 
in some engineering journal, and for 
such purpose to be complete in itself ; 
which fact explains why it contains 
matter which otherwise might have been 
more consistently embodied in the Intro- 
duction, which was not thought of until 
later. 



In the hope that this humble effort 
may contribute something of value to 
the constantly increasing knowledge of 
graphical methods of analysis, it is sub- 
mitted to the perusal of those inter- 
ested in the subject. 

B. F. La R. 

Jackson, Mich., 1892. 



INTRODUCTION. 



The General Theory of Graphical 

Statics. 

Before taking up the analysis of the 
stresses in swing-bridges, which is the 
principal feature of this work, the gen- 
eral principles of Graphical Statics, or 
the graphical investigation of static 
force, will be briefly noticed, in order 
that those who are not familiar with the 
subject may understand the solution as 
given without being obliged to first 
study the general theory elsewhere. 
Those readers to whom the subject of 
graphical statics is familiar may omit 
these introductory pages and pass di- 
rectly to the analysis for swing-bridges. 

At the beginning it will be well to 
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repeat a few well-expressed principles of 
equivalents in 

Static Force. 

" The resultant of two or more forces 

» 

is a force which singly will produce the 
same mechanical effect as the forces 
themselves jointly. 

" The original forces are called com- 
ponents. 

" In all statical investigations the com- 
ponents may be replaced by their result 
ant, and vice versa. 

"The resultant of two unequal forces 
acting in opposite directions is a single 
force equal to their difference and acting 
in the direction of the larger. 

"The resultant of any number of forces 
acting in the same right line is their 
algebraic sum. 

"If three forces are in equilibrium, 
each will be equal to and opposite in 
direction to the resultant of the otdtfw 
two. 

"If three concurring forces are in 
equilibrium, and a triangle be formed 



by lines drawn in their directions, the 
sides of the triangle, taken in order, 
will represent the forces. 

" If any number of concurring forces 
be represented in magnitude and direc- 
tion by the sides of a polygon, taken in 
order, they will be in equilibrium." * 

This last-expressed principle brings us 
directly to the subject of 

Graphical Statics. 

As lines have but one magnitude, 
length, they may be appropriately taken 
to represent forces by the distinct prop- 
erties of magnitude and direction, and 
the laws of equilibrium of the forces so 
represented may be determined by ap- 
plying the principles of Analytical Ge- 
ometry. | 

Such geometrical analysis is called 
Graphical Statics. 

It can be applied very successfully, 
even elegantly, to the investigation of 
the stresses in framed structures which 

* Smith's Mechanics. ; 

i 

■ 
ft 
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are designed to carry specific loads, such 
as bridge and roof trusses. The subject 
will here be treated rather toward such 
end, and not at all exhaustively. 

The following principles will be taken 
as a basis : 

1. If two forces which meet at a point 
be represented, in magnitude and direc- 
tion, by straight lines drawn end to end 
consecutively, and respectively parallel 
to the actions of the forces which they 
represent, a third line drawn from the 
beginning of the first line to the uncon- 
nected end of the second will represent, 
in magnitude and direction, the re- 
sultant of the two original forces. 

2. If the third line be drawn in the 
same position as before, but in the oppo- 
site direction, following around the tri- 
angle, it will represent a force in equi- 
librium with the two first-mentioned 
forces. 

3. When any number of forces act at a 
point in any direction in the same plane, 
the force which will be in equilibrium 
with them can be obtained by drawing 
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lines which represent the original forces 
in magnitude and direction, to follow 
each other consecutively end to end, as 
the sides of a rectilinear polygon; the 
remaining side to complete the polygon 
drawn to the starting-point will repre- 
sent the force sought. 

Note. — This is true in whatever order 
the forces are taken, but it is usually 
best to take them in regular order pass- 
ing in either direction around the point. 
This practice will generally give the 
plainest figure and avoid confusion from 
crossing of lines. 

4. If all the forces which meet at a 
point are known except two and the 
directions of those are known, their 
magnitudes can be found by first draw- 
ing the lines representing the known 
forces, then completing the polygon by 
drawing those rspresenting the unknown 
forces in their proper directions. 

This is really the statement of a con- 
clusion rather than a principle; two 
forces of known directions and unknown 
magnitudes are determined by substan. 
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tially the same treatment as one force of 
which the magnitude and direction are 
both unknown; each case contains two 
unknown quantities, which may be deter- 
mined from a figure having two dimen- 
sions, i.e., length and breadth — a plane 
figure. It is, however, stated as a prin- 
ciple, as it applies with especial value to 
the determination of the stresses in the 
members of bridge- trusses and similar 
structures having a singie system of 
bracing. Each force or stress is con- 
sidered to act in a straight line between 
the centres of the connections of each 
member, and hence its direction is 
known. 

It will be attempted to illustrate the 
foregoing principles sufficiently to give 
a clear understanding of them. 

Let a-b and b-c (Fig. la) represent 
two forces which meet at a common 
point; their magnitudes are represented 
by the respective lengths of the lines, 
and the direction in which each is ex- 
erted is indicated by an arrow. As 
they cannot be made to take the form of 
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a closed figure, i.e., as they cannot be so 
drawn that the end c of the line, b-c, will 
be at the starting-point, a, they are not 
in equilibrium. The resultant of their 
combined force is in the direction a-c 
and of the amount represented by a line 
drawn between those points; and this 
resultant, a-c, or the combined force of 
its components, will just be held in 
equilibrium by a force equal to it in 
magnitude and of the opposite direction, 
c-a. If the line representing this latter 
force be combined with the lines a-b and 
b-c, they will together form a closed tri- 
angle, as a-b-c (Fig. Id). Notice that 
the lines simply represent the forces in 
magnitude and direction; the point at 
which they meet is not shown. 

The cord A-B-C (Fig. 2d) is attached 
and supported at A and C, and a weight, 
W, is suspended from it at B. This 
weight is a force exerted vertically down- 
ward upon the point B and, with the 
forces exerted by the cord in the direc- 
tions B-A and B-C, is in equilibrium at 
this point. The amount of the force W 
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and its direction B-W are known, and 
the directions of the forces B-A and B-C 
are known. They must act in the direc- 
tions of the cords in which they ejiat 
and away from the point B, as the 
weight, W, causes a tension or " pull " in 
the cord W-B, tending to draw the point 
B toward the weight, W, which can only 
be held in equilibrium by tension* in B-A 
and B-C, the amount of which forces 
may be determined by the application of 
principles 2 and 4. In what follows it 
will be noticed that the forces B-A and 
B-C must act in directions away from 
the point B in order to close the triangle. 
Draw a line which in magnitude and 
direction represents the force W, as a-c 
(Fig. 2d), then without removing the 
pencil draw lines in the directions in 
which the two unknown forces, B-C and 
B-A, act respectively with reference to 
the point B, to just close at the starting- 
point, a; c-b and b-a are such lines and 
represent the forces sought, and a-b-c is 
the triangle of the forces which meet 
at J?. 
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The forces in B-A and B- 0, the 
amounts of which have just been found, 
are finally resisted at A and C by being 
attached to immovable objects at those 
points. The forces in B-A and B-0 
tend to draw the points A and C toward 
By and those forces at A and which 
resist this tendency are called the reac- 
tions. 

Now as, practically, it is not always 
expedient to support a force or system 
of forces by inclined reactions, a member 
which is so designed as to resist com- 
pression may be introduced between A 
and C which will receive the horizontal * 
components of the forces in B-A and 
B-C so that their vertical components 
only will be carried by the reactions, and 
the latter may be designed to simply 
resist a downward pressure. This com- 
pression member is represented by the 
line A-C. The modified figure repre- 
sents a very simple form of truss. 

* This is not a strictly correct expression, as 
the components will act along the direction of 
the line .4- (7. 
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By drawing the triangle of forces as 
before, the compressive force in A-C may 
be ascertained. Its direction is known; 
at A it exerts a pressure upon this point 
in the direction C-A. Then at A three 
forces meet: this compressive force in 
C-A, the tensile force in A-B, and 
the vertical reaction which is exerted 
upward. But the force in A-B has been 
found ; it is a-b of the triangle of forces 
(Fig. 2d), in which a-c, which represents 
the weight W, must also represent the 
sum of the vertical reactions at A and 
C. Now consider the forces acting at 
A: pass over a-b, in the triangle of 
forces, in the direction which the force 
in A-B acts upon A, then draw b-d, in 
the direction which the force in C-A 
acts upon this point, to a point from 
which a line, when drawn vertically 
upward, will close at a; b-d will rep- 
resent the force in C-A, and d-a the 
reaction at A; c-d will represent W 
minus the reaction at A (d-a), or the 
reaction at C. Thus we have found all 
the forces acting in and upon the frame 
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A-B'C. The internal forces which exist 
in the members of a frame, as A*B-C, 
are called stresses, and the geometrical 
figure, the lines of which represent the 
stresses, as a-b-c-d, is called the stress 
diagram. 

Fig. 3a represents substantially the 
same truss as Fig. 2a, except that in the 
former the load W is transferred to the 
joint B by a member under compression 
instead of tension. 

Fig. 3d is the stress diagram for the 
same; it will be readily understood from 
its similarity to Fig. 2d, which has been 
explained. 

Fig. 4a is the same truss inverted. It 
is the same as the truss shown in Fig. 
3a, except that those members which in 
that truss were under a compressive 
stress, or in compression, are in tension 
in Fig. 4rt, and vice versa. This figure 
represents a form of truss very com- 
monly used for short-span bridges; and 
as this is a practical case, the stress 
diagram will be followed through in 
detail. The members of the truss are 
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designated by figures, which in the 
diagram of the truss (Fig. 4a) are placed 
in the spaces, and at the angles in the 
stress diagram (Fig. 4td). In the latter 
the line between any two figures repre- 
sents the stress in that member of the 
truss included between the same two 
characters in the diagram of the truss. 
The load W is situated at midspan, and 
by the principle of the lever we know 
that it is received in equal parts by each 
reaction. We will start with the reac- 
tion at A, which equals one half the 
load and is the external force exerted up- 
wards against the truss at this point. 
Consider, then, the forces acting upon 
the point A : lay off upwards on a 
vertical line the amount of this reaction, 
represented to any convenient scale, as 
1-2 (Fig. ±d); draw 2-3 parallel to that 
member of the truss (A-b), and in the 
direction which its stress (tension) is 
exerted upon the point A, also 3-1 par- 
allel to that member of the truss (B-A) 
and in the direction which its stress 
(compression) acts upon this point, to 



i 
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close at 1, the starting-point. The ten- 
sion in A-b will be represented to the 
same scale by 2-3, and 3-1 will represent 
the compression in A-B. 

Next consider the forces acting at the 
point B: retrace 1-3 in the opposite 
direction from which it was drawn, as the 
compression in A-B acts against B in 
the opposite direction from which it acts 
against A; draw 3-4 parallel to that 
member of the truss and in the direction 
which its stress (tension) "pulls" upon 
B, and 4-1 parallel to that member of 
the truss and in the direction which the 
stress (compression) in it is exerted 
against this point, to close again at 1. 
In the stress diagram 3-4 represents the 
stress in that member of the truss; it is 
evidently equal to the load W and will 
scale that amount by the scale used in 
laying off 1-2. The stress represented 
by 1-4 equals that represented by 1-3. 
Next, considering the forces acting at 
C, we retrace 1-4 and draw 4-5 and 5-1, 
which in a sense complete the stress 
diagram. The line 5-4 equals the line 
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2-3; this is correct, as they each repre- 
sent the stress in what is really the same 
member, A-C. The line 5-1 represents 
the reaction at C; it equals the reaction 
at A which at the beginning was found 
to be one half the load W and was rep- 
resented by the line 1-2; evidently the 
line 5-2, which represents the sum of 
the reactions, equals the line 3-4, which 
represents the load. Each separate tri- 
angle in the stress diagram, the sides of 
which represent the forces acting at 
some point, is completed, or closed, by 
a line which returns to the starting-point. 
One of the many checks to graphics 
is here given by the fact that it must 
always be possible to trace each complete 
polygon, beginning and finishing at the 
starting-point, without removing the 
pencil. As many of the lines represent 
forces which act at two points, i.e., the 
two ends of a member, and hence belong 
to two triangles, they must be passed 
over twice in opposite directions. 

This is true of all lines which repre- 
sent the internal forces (i.e., the stresses 
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in the members of the truss), when the 
complete stress diagram is drawn. It is 
also true of the line which represents 
the external forces (i.e., loads and reac- 
tions) if those forces are parallel, which 
is generally the case in a truss. The 
lines representing the resultants of the 
external forces, whatever may be the 
directions of the original forces, will 
always coincide, but that representing 
the resultant of the loads will be drawn 
in the opposite direction from that rep- 
resenting the resultant of the reactions. 

As has been mentioned, the stress 
diagram has been in a sense completed; 
yet for the theoretically complete dia- 
gram we have still to consider the joint 
b. The forces in A -C and b-B are per- 
pendicular to each other at this point 
and hence have really no influence upon 
each other; but it is a point at which 
forces meet, and it must be taken into 
consideration in the stress diagram if 
the latter be in every sense complete. 

Now consider the forces which meet 
at the point b: in the stress diagram 
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pass downward 2-5, the amount of the 
weight W, and in the direction which its 
force is exerted upon this point, then 
pass over 5-4, 4-3, and 3-2, the amounts 
and directions which the forces in those 
members are exerted upon the same, 
closing on 2. Each line in the stress 
diagram has now been passed over twice 
in opposite directions and the graphical 
work is complete in every sense. To be 
thoroughly consistent with good logic the 
point # should have been considered before 
the point B, in order to obtain the stress 
in the member B-b; but as it is evident 
that this stress is simply a tension equal 
to the load W, and as also it is obtained 
in the diagram by drawing the polygon 
(in this case a triangle) for the point B, 
the point b was omitted till later. It 
could have been omitted altogether. 

In fact, in this and most ordinary 
trusses of one span, the two portions 
between each end and the center are 
symmetrical and it is only necessary to 
draw the stress diagram for one half, 
although by drawing the complete dia- 
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gram a convenient check is obtained. 
In this case the only portion of the stress 
diagram actually necessary to be drawn 
is the triangle 1-2-3. 

Mr. E. H. Bow, one of the pioneers in 
graphical statics, calls the complete stress 
diagram the " Reciprocal Diagram of 
Forces. " He states the " chief reciprocal 
relationship " , thus: "Corresponding 
lines which meet in a point in the one 
figure form a closed polygon in the 
other;" and adds: "This is, however, 
too comprehensive, as it can seldom be 
altogether complied with." At each 
angle in the stress diagram meet the 
lines corresponding to the forces in 
those which surround or cut oif a space 
in the diagram of the truss, and each 
space or polygon in the former is sur- 
rounded by lines corresponding to the 
forces in those lines which in the latter 
meet at a point. This mutual reciproc- 
ity is indicated by the positions of the 
characters in the system of numerals 
used to designate the lines in Figs. 4a 
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and Id. Corresponding lines are in- 
cluded between like characters. 

This system for designating the corre- 
sponding lines of the two figures was 
first used by Mr. Bow, and is described in 
his "Economics of Construction" in the 
following language: 

"This plan of lettering consists in as- 
signing a particular letter to each in- 
closed area or space in, and also to each 
space (enclosed or not) around or bound- 
ing the truss, and attaching the same 
letter to the angle or point of concourse 
of Imes which represents the area in the 
diagram of forces. Any linear part of 
the truss, or any line of action of an 
external force applied to it, is to be 
named from the two letters belonging to 
the two spaces it separates; and the 
corresponding line in the reciprocal 
diagram of forces, which represents the 
force acting in that part or line, will 
have its extremities defined by the same 
two letters." 

In the diagrams which accompany 
these pages Mr. Bow's system of nomen- 
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clature has been used, excepting that 
Arabic numerals have been used instead 
of letters. 

From this author will also be quoted 
the following explicit 



" Directions for the Construction' 
of Diagrams of Forces. 

" 1. Assign a letter to each enclosed 
area of the truss, also to each division of 
the surrounding space as separated by 
the lines of action of the external forces. 

"2. The lines in the diagram are to 
be drawn parallel to the corresponding 
lines or parts of the truss figure. 

•' 3. The forces acting in lines radiat- 
ing from a point in the truss must in 
the reciprocal diagram form a closed 
polygon. 

" 4. The sides of any uncrossed space, 
triangle, or other polygon, around or in 
the truss, must always be represented by 
lines radiating from a point in the re- 
ciprocal diagram, and that point is to be 
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named by the letter assigned to the 
space or polygon. 

• •••••• • 

"7. All the external forces acting 
upon a truss or other erection must, 
taken together, be represented in the 
reciprocal diagram by the sides of a 
closed polygon." * 

This method of graphical analysis is 
usually known as the Clerk Maxwell 
method, after the name of one of its 
earliest English investigators. The 
writer, however, prefers to designate it 
as the Direct Method. As it deals 
directly with the action of each force, 
this name seems to be consistent. 

It will be well next to briefly notice 
that somewhat peculiar figure which has 
been most appropriately called 

The Equilibrium Polygon. 

This figure will here be defined as: 
The graphical representation of the 

* The closed polygon, however, may be a 
straight line. 
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design of an ideal frame in which the 
chords are in such perfect equilibrium 
under the stresses from a given system 
of external forces that no web members 
are required. 

This definition is, perhaps, unusual; 
but the writer believes it to be consistent 
and finds no objection to it. It includes 
the closing line and, in case of continuity, 
may include the pier moment, so as to 
form a complete polygon. The figure is 
sometimes called a Jointed Frame. It 
includes the figure quite commonly 
known as the Funicular Polygon, and 
also the inverted figure, often called the 
Linear Arch or Line of Resistance. 

It will not be attempted here to con- 
sider the Equilibrium Polygon in a man- 
ner at all comprehensive, but merely 
to notice such special class and features 
of it as may be necessary to intelligently 
understand th,e analysis which follows. 
That figure only will be considered in 
which the chords of the load curve rep- 
resent tension and the external forces 
are vertical. The polygon will be con- 
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sidered to be composed of imaginary 
lines having no weight and exerting no 
influence, except that of resistance to 
the external forces. 

The external forces which will be 
here considered will be those due to 
superimposed weights or loads, whose 
actions are exerted vertically downward, 
and those vertical reactions which sup- 
port the actions of the loads when trans- 
ferred by means of the internal forces of 
the frame. 

The subject of inclined reactions will 
be noticed in a general way farther on, 
though not at any length. 

Let AbcdE (Fig. 5a) represent a 
cord suspended from A and E and sup- 
porting loads at b, c> and d\ this cord 
being free to change its form will assume 
a certain definite position according to 
the relative magnitudes of the loads. It 
represents the tension members of the 
frame, which in this case compose the 
lower chord. In the example the loads 
have been taken as equal. This was 
done merely for convenience; it is never 
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necessary. The line E-A represents the 
compression chord of the frame and is 
called the closing line, because it is 
always drawn to the starting point of 
the load curve and closes the polygon. 
It is not necessarily nor usually hori- 
zontal, though it is so in the present 
case. This chord receives all the hori- 
zontal stress from the tension chord, 
which has been designated as the load 
curve, so that the reactions are simply 
vertical. Vertical ordinates at the points 
of application of the loads, as b, c, and 
d, between the load curve and the clos- 
ing line, will be proportional to the 
bending moments at the respective 
points due to the loads; they will, in- 
deed, be definite factors of the bending 
moments, as will be hereafter shown. A 
change in the length of the cord will 
affect the lengths of the ordinates, but 
not their relative lengths. The entire 
system of loads thus sustained will react 
vertically at A and E on the principle 
of the lever. 

The graphical analysis of the stresses 
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of this frame is easily performed by 
drawing the stress diagram in the man- 
ner previously shown; and this stress 
diagram will be of peculiar value. Three 
forces meet at each joint of the frame, or 
angle of the polygon, and if, to start 
with, any one force be known, from the 
principles which have been given, the 
other two can each time be found by 
drawing the triangle of the forces. The 
loads being known, the reactions can be 
readily ascertained by simply applying 
the principle of the lever. The reaction 
at A will be taken for a beginning; R-l 
(Fig. bd) represents this reaction, and its 
force is exerted upward. It may be 
drawn to any convenient scale. In this 
case, as the loads are equal and are taken 
at equal distances from each other aud 
from the reactions — or, in other words, as 
the loads and panel lengths are equal — 
each reaction will equal one half the 
sum of the loads supported, or two and 
one half loads. 

As this force is exerted upward at A, 
pass upwards in the stress diagram its 
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amount, i2-l, drawn to any convenient 
scale, then draw 1-0 parallel to the line 
between the same two characters in the 
equilibrium polygon and in the direction 
which the cord " pulls " upon A, then 
Q-R parallel to 0-E of the equilibrium 
polygon and in the direction which its 
force is exerted upon A, to close on R\ 
1-0 and 0-E in the stress diagram will 
represent the stresses in the correspond- 
ing members of the equilibrium polygon; 
1-0 will represent teusion and 0-E com- 
pression. 

Now consider the joint b: pass over 0-1 
of the stress diagram in the opposite direc- 
tion from that in which it was drawn, as 
the force in that member acts upon the 
joint b in the opposite direction from 
which it is exerted upon A, then pass 
downward on the vertical line 1-2, the 
amount of the load at b, which acts down- 
ward at this point, and draw 2-0 parallel to 
that member of the frame and in the di- 
rection which it " pulls " upon this point, 
to close on 0; thus the stress in 2-0 or 
be is found. It will not be necessary to 
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here follow the stresses through each 
member of the polygon in detail, as by 
the aid of the reference characters they 
can be readily followed through the en- 
tire diagram if desired. The lines rep- 
resenting the stresses for the chord 
AbcdE all radiate from in the stress 
diagram. The lines in the stress diagram 
(Fig. bd) represent the stresses in those 
members of the frame (Fig. 5a) situated 
between the same characters. In the 
frame the characters are placed in the 
spaces, and at the angles in the stress 
diagram, as heretofore explained. This 
completed stress diagram for the equi- 
librium polygon has been called the 
Polygon of Forces, or simply the Force 
Polygon ; 1-4 is usually called the load 
line and the pole; those designations 
will be used hereafter. The amount 
that is horizontally distant from the 
load line is usually called the pole dis- 
tance, and is often designated simply as 
H; in this case it equals 0-i2. If a 
vertical ordinate of the equilibrium poly- 
gon be multiplied by this horizontal pole 
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distance, the product will be the bending 
moment at that point where the ordinate 
is taken. This fact is apparent when 
we consider the equilibrium polygon to 
represent a frame or truss which is in 
perfect equilibrium under the assumed 
system of loads. The pole distance, H> 
equals the horizontal component of each 
chord stress, and the ordinates of the 
equilibrium polygon are the heights of 
the truss at each panel point. As the 
entire frame is in equilibrium simply 
under chord strains and therefore no 
web strain can exist, it follows that the 
horizontal component of the chord 
strains must be uniform throughout the 
truss; for it can be changed only by the 
introduction of web members. In a 
simple truss the bending moment at any 
point divided by the effective height of 
truss at that point, which is the lever of 
the resistance, will equal the horizontal 
component of the chord strain; and con- 
versely, if we multiply H, the horizontal 
component of the chord strains in our 
ideal truss, by the height of truss (or- 
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dinate of the equilibrium polygon) at 
any panel point, the product will be the 
bending moment at that point due to 
the assumed loads. 

Now instead of following this opera- 
tion in the order given above we may 
reverse the process, and, by laying oif 
the loads to some convenient scale on a 
load line, as 1-4 (Fig 5d), assuming any 
convenient pole distance and drawing 
the radiating lines 0-1, 0-2, etc., we can 
readily construct the force polygon 
wholly independent of the equilibrium 
polygon; then, by drawing the chords of 
the load curve for the latter parallel to 
the corresponding radial lines in the 
former, beginning at one reaction and tak- 
ing them in order through to the second 
reaction, and finally drawing the closing 
line to the starting-point, the equilibrium 
polygon is drawn for the assumed loads. 

Thus the equilibrium polygon is con- 
structed for any system of loads by first 
constructing the force polygon; and by 
scaling each ordinate in the former and 
multiplying it by H, the bending mo- 
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ments are obtained at all required 
points. 

It is not necessary to space the loads 
in the equilibrium polygon with the same 
scale with which the amounts of the 
loads are laid off on the load line of 
the force polygon, though it is well to 
do so when convenient, to avoid confu- 
sion. Always measure the ordinates of 
the equilibrium polygon with the same 
scale with which the positions of the 
loads and reactions were located in the 
same, and for any measurements in the 
force polygon use the scale that was used 
to lay off the loads on the load line. 

The bending moments, obtained as in- 
dicated above, will be the correct moments 
for the given loads in the given positions 
on the span, whatever means may be used 
to resist them. Therefore we may con- 
sider the equilibrium polygon to be re- 
placed by a truss of any design, and 
apply the bending moments obtained to 
the calculation of the stresses. The de- 
sign of the truss sometimes apparently 
modifies the bending moment by chang- 
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ing the position of its application or by 
resisting portions of it by different sys- 
tems of bracing. The actual amount of 
bending moment depends upon the mag- 
nitude and positions of the loads and the 
relative positions of the reactions. A 
discussion of this, however, does not 
properly come within the scope of the 
present article. 

The general principles of the funicular 
polygon (which are comprehended in the 
equilibrium polygon) seem to have been 
understood early in the history of graph- 
ical statics; but, so far as the writer is 
informed, they have not, until a compar- 
atively recent date, been to any consider- 
able extent applied to practical uses. 
Professor C. E. Greene, of the University 
of Michigan, has made more extensive 
practical applications of the principles of 
the equilibrium polygon in Parts II and 
III of his valuable graphic method for 
" Trusses and Arches " than has been 
made elsewhere to the writer's knowledge. 
He has therein given to the figure the 
name " Equilibrium Polygon." 
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That almost phenomenal investigator, 
Professor Bankine, has shown, substan- 
tially, that the equilibrium and force 
polygons may be drawn for equilibrated 
forces acting in any direction in the same 
plane. In other words, that the lines 
representing the external forces (which 
are in equilibrium through the medium 
of the polygon or frame) need not nec- 
essarily be vertical, nor even parallel; it 
being necessary only that they may be 
made to form a closed polygon.* 

He has further shown, in substance, 
though he did not fully develop the fact, 
that if, from any point in the same plane, 
radiating lines be drawn to the angles of 
a polygon, whose sides represent a sys- 
tem of forces, the lines so drawn will be 
parallel to the sides of a frame which 
will be equilibrated by the given system 

* It would be well, however, to here observe 
that the points of application of the external 
forces could be such that, though the lines rep- 
resenting them might form a closed polygon, the 
forces would not be in equilibrium but would 
form a couple. 
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of forces. In other words, if lines be 
drawn in proper order, parallel to the 
radiating lines above mentioned, and 
intercepted between the lines of action of 
the forces, the figure so formed will be an 
equilibrium polygon, and that formed by 
the radial lines, together with those of 
the polygon, which represent the system 
of (external) forces, will be the force 
polygon or stress diagram for the same. 

These principles are important and 
comprehensive. 

From what has been said we may 
briefly summarize: 

1. Lines drawn to represent static 
forces which are in equilibrium, or which, 
through the interposition of a transfer- 
ring medium, as a frame, may be equili- 
brated, must form a closed polygon/ 

2. If these forces meet at a common 
point, they will be properly and suffi- 
ciently represented by the respective 
sides of the polygon. 

3. If they do not meet at a common 
point, but must be transferred by the 
interposition of a frame, the equilibrium 
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polygon may always represent the equiva- 
lent of the internal forces of such frame. 

4. The force polygon is simply the 
stress diagram of the forces (external 
and internal) of the equilibrium polygon. 

5. The external forces may act in any 
direction in the same plane. (It is, in- 
deed, not necessary that they act in the 
same plane, except that forces acting in 
the same plane are the only ones here 
considered.) 

In the analysis of swing-bridges which 
follows, the problem of continuity will 
be solved by means of the equilibrium 
polygon; and preparatory to the con- 
sideration of that solution, it will be well 
to briefly notice the case of 



The Overhanging Arm, or Canti- 
lever. 

The foregoing statements have been 
made with reference simply to a single 
independent span. But now suppose 
that the beam or truss continues as an 
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overhanging arm across and beyond a 
reaction as AF (Fig. 6a). The force 
polygon will be the same as before, except 
that there are two additional loads, and 
abcdefO would be the load curve of the 
equilibrium polygon, drawn as described 
in the previous example. The last chord 
of the load curve would be the dotted 
line/-© if the beam extended to and re- 
ceived one of its reactions at ©, and in 
that case/-© would represent tension in 
the chord. But the reactions are at A 
and E, and there is nothing at/-© to re- 
sist the resultant of the forces at/, which 
would be tension in the direction/-©; 
therefore it must be resisted by compres- 
sion from the opposite direction. As re- 
sistance by the frame to the imposed 
loads must be supported by the reactions, 
draw/-i?', in the same line with/-© but 
in tne opposite direction, to intersect the 
vertical through the point of applica- 
tion of the reaction, as at E\ The 
ordinate E'-e, when multiplied by the 
pole distance, H, of the force polygon 
(= 0-3, Fig. 6tf), will be the bending 
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moment in the frame at the point of 
reaction, E, due to the load on the over- 
hanging arm at F, Fig. 6a, and corre- 
sponds closely with what is usually called 
the pier moment in a continuous girder; 
f-E' y though really a portion of the load 
curve, may be considered to be a portion 
of the closing line, the remainder of which 
is drawn straight from E 9 to a. The 
closing line must be straight between re- 
actions ; it can make an angle only at a 
reaction, i.e., the application of a force. 
Where the closing line crosses the load 
curve, as x, is the point of contraflexure, 
or change of flexure. Where the former 
lies above the latter, compression will ex- 
ist in the upper chord and tension in the 
lower chord, and vice versa. 

The load at E is supported directly by 
the reaction and does not affect the bend- 
ing moments of the frame; it may be 
omitted or not, as desired. Whether or 
not it be omitted will not affect any 
ordinate ; it may be simply omitted from 
the load line, Fig. 6d; and if there be no 
load considered at E, there will be no an- 
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gle in the load curve at e, Fig. 6a. In the 
figures drawn, however, the load at E is 
included in the load line and the corre- 
sponding angle made in the load curve 
at e. 



A RATIONAL AND EASY GRAPH- 
ICAL ANALYSIS OF THE 
STRESSES IN ORDINARY 
SWING-BRIDGES. 

The theoretically correct solution of 
the stresses in swing-bridges is usually 
tedious. Sometimes the labor is short- 
ened by the use of approximate methods. 
Graphic methods receive much and con- 
tinually increasing favor. The follow- 
ing analysis, composed to a great extent 
of portions of well-known methods, has 
the merit of simplicity and is believed to 
be correct in theory. It necessarily 
contains much that is not new to those 
familiar with the subject, and novelty is 
not largely claimed; yet the writer be- 
lieves that considerable will be found 
here that is new, at least in form and 
manner of application. The tabulation 

43 
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of the coefficient for the pier moment, 
the direct graphical use of the latter, by 
which the reactions are obtained graphi- 
cally, and the combination of two dis- 
tinct methods of graphics in Case III, 
are believed to be original. The solution 
herein given is not an approximation 
and it makes no unusual assumptions. 
It admits and uses the very common 
and logical assumption that the point of 
contraflexure actually occurs at the joint 
nearest to its theoretical position. The 
graphical correction of the point of con- 
traflexure is thought to be new and 
worthy of consideration. It does not at- 
tempt to go back of a commonly accepted 
formula for the pier moment, to either 
question or uphold it, nor even to dem- 
onstrate it, but accepts and makes use 
of such a formula in a simple and prac- 
tical manner. If an equally simple solu- 
tion of the stresses for swing-bridges 
under the condition of continuity has 
ever been made public the writer has 
never been so fortunate as to see it. 
In the following, the bridge will be 
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treated as a continuous girder of two 
spans. Under certain conditions of 
loading this will give a negative reaction 
at either free end ; but as this can be 
easily provided against by latching down 
or raising the ends, it is probably not so 
great a disadvantage as a negative re- 
action on either side of the pier, which 
would often exist if the bridge were 
designed as a continuous girder of three 
spans. Nor is the writer fully satisfied 
that the latter design will never in 
actual practice give a negative reaction 
at either abutment. In order that the 
stresses may be computed for a girder of 
two spans it is not necessary that the 
turn-table be center-bearing; with a rim- 
bearing table the truss may be so de- 
signed that it may be treated as having 
but two continuous spans. 

Three methods of accomplishing this 
are shown in Figs. 3, 4, and 5 (Figs. 
1 and 2 apply to center-bearing turn- 
tables). The arrangement of the center 
of the truss shown in Fig. 5 is some- 
times treated as a case of partial con- 
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tinuity, considering a portion of the 
loads to be balanced and a portion un- 
balanced. It will here be treated simply 
as a continuous girder of two spans. 
The writer favors this design, because 
it is simple to analyze, economical to 
construct, and gives the shortest pos- 
sible spans. ■ It offers no ambiguity 
of stress near the center, which is a 
great advantage. The pier reactions, 
though not so uniform as given by the 
design shown in Fig. 3, are much more 
uniform than in the continuous girder 
of three spans. In the design of the 
center panel shown in Fig. 5, the pier 
reaction for either span must be upon 
the adjacent side of the pier, and cannot 
travel across the pier to the farther side. 
So far as the stresses in the arms of the 
truss are concerned, it may be consid- 
ered as if the center panel did not exist, 
the truss being shortened the amount of 
this panel, and the two posts at the pier, 
except for their own stresses, identified 
as one post at the center. In practice 
light counters should be used in the 
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center panel to prevent excessive tipping 
while the bridge is swinging, but these 
counters should be sufficiently loose to 
take no stress when the bridge is closed, 
and hence are not to be considered in 
the calculations. 

In the following analysis the reader is 
supposed to have at least an elementary 
knowledge of graphical statics, but in 
explaining it the writer will endeavor to 
be sufficiently explicit, that such ele- 
mentary knowledge will be sufficient 
to fully understand what is here given. 
To illustrate the method, a bridge will 
be assumed having 12 panels 20 feet 
long each, and a center panel of any 
convenient length and of the design 
shown in Fig. 5 ; the bottom chord will 
be horizontal and the top chord inclined 
and straight over spans ; there will be 
no counter-braces, but the counter- 
strains near the ends will be carried by 
the main web members under a reversion 
of stress, which will make the analysis 
rather simpler than though counter- 
braces were used ; the height of truss 
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will be taken as 20 feet at the hip verti- 
cal, and at the pier posts 25 feet. A 
uniform live load of 2000 lbs. and dead 
load of 800 lbs. per lineal foot of each 
span will be assumed for the calculation 
of the stresses; this will give, for each, 
truss, panel loads of 20,000 lbs. live load, 
and dead load 8000 lbs. 

Case I. The Dead Load. — For the 
sake of simplicity the dead load will be 
considered to be concentrated at the 
lower joints or panel points, though it 
could as easily be considered divided 
between the upper and lower joints ; the 
latter is the more proper method of dis- 
tributing the dead load. One half panel 
load only of the floor and truss are 
borne at the outer end, but as a locking 
or lifting apparatus will materially in- 
crease the dead load at this point, it is 
well to take a full panel load here for 
the calculations ; in the following analy- 
sis a full panel load is taken at the end. 
No attempt will be made to give results, 
but merely to exhibit the method. 

Pig. 6 is an outline of the left one- 
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half of the truss, and Fig. 7 is the stress 
diagram for the dead-load stresses. The 
entire truss is shown to a smaller scale 
in Fig. 5; both arms are alike. The 
entire dead load may be considered to 
be always borne by the pier, unless the 
ends of the truss are lifted or lowered 
mechanically. 

To aid in following the graphic analy- 
sis, the members of the truss and their 
corresponding stresses have been desig- 
nated by figures, which iii the skeleton 
of the truss are placed in the spaces, 
and at the angles in the stress diagram; 
so that in the latter the line between 
any two figures represents the stress in 
the member between the same characters 
in the former. In the skeleton of the 
truss, those lines which represent mem- 
bers which under this condition are in 
tension, and the lines representing the 
corresponding stresses in the stress dia- 
gram, are light lines, while heavy lines 
represent those members which are in 
compression, and their corresponding 
stresses. It is thought that the graphi- 
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oal figures will thus be very easily under- 
stood. In the diagram of the truss, 
Pig. 6, the members are also designated 
by letters at the angles or joints; this 
designation will be used farther on. 

For this portion of the analysis is 
used what the writer prefers to call the 
direct method of graphical statics, as, by 
means of the polygon of forces, it gives 
the stress in each member directly, with- 
out further calculation. This solution 
of the dead-load stresses, and indeed 
portions of the entire analysis, will be 
familiar to some readers, but in order 
that the analysis be complete the whole 
will be given, though at the risk of being 
somewhat tedious. 

Eemembering, then, that the entire 
dead load is carried by the pier, draw a 
vertical line, 1-17, Fig. 7, and with 
some convenient scale lay off downward 
upon it each panel load for the left arm, 
beginning with the panel load at a. 

This line, usually called the load line, 
represents the sum of the dead loads on 
one side of the pier. Now consider the 
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forees acting upon the end joint a : pass 
downward 1-2 the amount of the end 
panel load, which is the known external 
force acting here, and draw 2-3 parallel 
to that member of the truss and in the 
direction which its stress acts with ref- 
erence to this joint, then 3-1 in the di- 
rection of its stress with reference to 
the same to close on 1 ; 2-3 is the com- 
pression in the end panel ab of the lower 
chord, and 3-1 is the tension in the end 
post a B. Next take the upper joint Bt 
follow back 1-3, the known tension in 
aB, and draw 3-4 and 4-1 respectively 
parallel to those members of the truss 
and in the directions which their stresses 
act upon this joint, and the stresses in 
Bb and BO are obtained. Next take the 
lower joint b: retrace 4-3 and 3-2 (in the 
direction opposite to that in which they 
were drawn, as the tension or compres- 
sion in any member always acts upon the 
joint at one end in the opposite direction 
from which it acts upon the joint at its 
opposite end), pass downward 2-5 equal 
to the one panel dead load at b, and 
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draw 5-6 and 6-4 parallel to those mem- 
bers of the truss and in the directions 
which their respective stresses act upon 
this joint, closing on 4. Thus are found 
the stresses in be and bC. Next take 
the upper joint C and retrace 1-4 and 
4-6 in the directions which the respec- 
tive stresses in those members act upon 
this joint, then draw 6-7 and 7-1 re- 
spectively parallel to those members of 
the truss and in the directions of their 
stresses with reference to this point, and 
we have the stresses in Cc and CD. 

It is needless to carry this explanation 
further, as by the aid of the reference- 
figures the reader can readily follow out 
the remaining dead -load stresses. 

In practice the scale used should never 
be smaller than twenty tons to the inch, 
and much larger would be better if not 
inconvenient; 50,000 lbs. to the inch is 
the scale used in the figures, and is too 
small* for practice. With a proper scale, 
results to the nearest hundreds pounds 
can be attained with very slight error. 

In order to correctly draw the stress 
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diagram, it is only necessary to draw the 
lines of each polygon respectively par- 
allel to each of the forces which meet at 
the joint under consideration. It is 
well to fix this principle thoroughly in 
mind, for by strictly following it much 
error will be avoided. A force may be 
an external force, as a panel load acting 
downward, or the stress in a member 
acting parallel to its length. Compres- 
sion in a member has exactly the same 
effect upon a joint as tension in a mem- 
ber which extends in the opposite direc- 
tion. In the stress diagram draw each 
line in the direction which the stress in 
the corresponding member tends to 
move the point under consideration. 
It k well, though not necessary, to take 
first those members in which the stresses 
are known and pass in order around the 
joint. If the stresses are not unknown 
in more than two members which meet 
at a joint, the stresses in those two are 
determined by completing the polygon 
by drawing lines in the proper directions. 
The stresses obtained as above indi- 
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cated will be the dead-load stresses for 
any position of the bridge, open or 
closed, so long as the points of support 
remain unchanged. 

Case II. Live-load Stresses; Indepen- 
dent Span. — The live-load stresses will 
next be discussed on the principle of the 
lever, as for a single independent span. 
Fig. 8 is again a skeleton of one-half 
of the truss, substantially the same as 
Fig. 6; Fig. 9 is the stress diagram for 
the chord stresses, and Fig. 10 the stress 
diagram for the counter-stresses. In 
these diagrams, again, the character of 
each stress, tension or compression, is 
indicated by a light or heavy line. 

For the present case the right arm will 
be considered to be carrying no live 
load, which will allow the left arm to be 
treated, for live-load stresses, as though 
it were an independent span. The max- 
imum compression in the top chord and 
the end post, and tension in the bottom 
chord and vertical post at the hip, will 
occur when the right arm is unloaded 
and the left arm fully loaded. The 
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maxima counter-strains in the web mem- 
bers near the «nd will occur when the 
right arm is unloaded, and the left arm 
is loaded from the pier to the foot of a 
tension member, for the stress in that 
member, and in the compression mem- 
ber next toward the end of the bridge. 

We will therefore consider the left 
arm fully loaded while obtaining the 
chord stresses, then, beginning at the 
left end, remove the load, panel by 
panel, to obtain the maxima counter- 
stresses. 

The members of the truss and their 
respective stresses will be designated by 
numerals as before, sea Figs. 8, 9, and 10. 
Begin by laying off upon a vertical load 
line the end reaction for a full load (in 
this case equal to 2£ panel loads) from 1 
to 2, Fig. 9, its force being exerted up- 
wards upon a; then draw 2-3 parallel to 
that member of the truss and in the direc- 
tion which i fcs stress acts with reference to 
the joint a; then 3-1 parallel to that mem- 
ber and its stress with reference to this 
joint, . closing on 1. This gives the 
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maximum compression in aB and ten- 
sion in ab. Next take the upper joint 
B: retrace 1-3 in the direction which its 
stress acts with reference to that joint, 
then draw 3-4 and 4-1 parallel to and in 
the directions which their respective 
stresses act upon this point, closing again 
on 1, giving the maximum tension in Bb 
and compression in BC. Next take the 
lower joint b: retrace 4-3 and 3-2 in the 
direction which their stresses act with 
reference to b, then pass down the load 
line the amount 2-5, equal to the one- 
panel live load at b, then draw 5-6 and 
6-4 parallel respectively to those mem- 
bers of the truss and their stresses at 
this joint, always closing the polygon. 

It will be unnecessary to follow the 
operations further in detail, as the reader, 
aided by the reference-figures, will read- 
ily understand them. When a line rep- 
resenting a lower-chord stress, as 11-12 
or 14-15, falls below the line represent- 
ing the upper-chord stresses, as 1-16- 
4-7-10, the stresses in those members 
will decrease; the stresses in the vertical 



members will change from tension to 
compression and those in the diagonal 
members from compression to tension. 
These stresses will not be maxima for 
the web members, but will be the max- 
ima compressions in the end post and 
upper chord and tensions in the lower 
chord and vertical Bb, when combined 
with the dead-load stresses. It will only 
be necessary to find those chord stresses 
which exceed the dead-load stresses in 
the same members. 

To obtain the maxima end counter- 
stresses requires substantially the same 
treatment as to find the main web 
stresses in an independent span. For 
this it is not an uncommon practice to 
follow through the diagram the same as 
for the chord stresses except that 2-5, 
5-8, etc., are each made to equal respec- 
tively the amount of each panel load 
which reacts upon the left abutment — 
in this case #, $, etc., of a panel load; 
thus 4-6", Fig. 9, would be taken as 
the maximum stress in bC. This prac- 
tice is illogical, but when the chords are 
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horizontal it will give correct results. 
When either chord is inclined, however, 
the results thus obtained will not be 
correct, and the error, though small, 
will in all ordinary cases be on the side 
of danger. It may be well here to notice 
further this error which the writer has 
known to have been habitually made by 
men in constant practice. 

In obtaining the web stress 4-6" 
greater chord stresses 2'-6" and 1-4 will 
be obtained for bo and BC, respectively, 
than can ever occur in those members 
with this condition of loading, i.e. with 
no load on b; 2'-6" will represent a 
greater stress than will ever occur in be 
from the assumed loads. Now BC is 
inclined and therefore takes a portion of 
the vertical shear which would other- 
wise be taken by bC, and if, in the stress 
diagram, the stress in BC be taken more 
than actually exists in that member, 
then the amount of shear represented to 
be taken up by it will be proportionately 
greater than that which it really carries, 
and 4-6", or the stress in bC, will be lees 
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than that which actually exists in that 
member. The line 4'-6' in the stress 
diagram represents the correct stress in 
bC\ it is obviously greater than the line 
4-6" owing to the inclination of the line 
1-16-4, etc., which represents the stresses 
in the top chord. To show that 4'-6' 
represents the correct stress in bC the 
diagram will be thus far followed out in 
detail beginning with the reaction. 
With all panels of the span except b 
loaded the reaction at the left abutment 
will be 1-2', Figs. 9 and 10, or the re- 
action 1-2, Fig. 9, for the span fully 
loaded, less $ of one panel load, which 
latter is the portion 2-2' of a load at b 
which would react at this abutment if b 
were loaded. 

Now, taking the joint a, pass upwards 
over the reaction 1-2', then over 2'-3' 
and 3'-l; then for the joint B pass over 
1-3', 3'-4', and 4'-l; next for the joint 
b pass over 4'-3' and 3 '-2', and, as there 
is no live load at b, draw 2'-6' and 6'-4' 
to close on 4'. Thus are found the cor- 
rect maxima counter-stresses in Bb and 
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bC. For the maxima stresses in the two 
web members next toward the center 
take the reaction with b and c unloaded, 
which is the reaction last used less f of 
a panel load, and go through a similar 
operation. It is shown in Pig. 10 and 
will need no explanation. By deducting 
the amount of reaction exerted by each 
panel load on this abutment, as it is con- 
sidered to be removed, the proper reaction 
for each condition of loading is obtained; 
and by taking each reaction thus obtained 
and following through the diagram as 
shown in Fig. 10 up to and including 
the member in question, those live-load 
counter-stresses are obtained which, 
when combined with the dead -load 
stresses, give the maxima stresses of 
their kind. With this system of brac- 
ing they need only be found for those 
web members in which they exceed the 
dead-load stresses, which act at the same 
time and in the opposite direction; 7-9 
and 9-10, Fig. 10, are found to be less 
than the dead-load stresses in the same 
members, Fig. 7. In practice it is well 
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to provide for a light counter-strain one 
panel beyond that in which stress is 
found, as the dead load may be less than 
estimated to be, and therefore will coun- 
teract a less amount of live-load stress. 

If separate counter-braces are used, 
the case will be somewhat different just 
here, as the stresses in the verticals will 
be the sums instead of the differences 
of the dead and live load stresses. The 
algebraic sum of these live-load stresses, 
and the dead-load stresses as before 
r found, will be the maxima stresses for 
this condition of loading. If counter- 
braces are used, it is simply necessary to 
find the live-load stresses in those panels 
in which the shear from the live load 
exceeds that from the dead load. 

Case III. Live Load; Continuous Gir- 
der. — For this case, tensions in the top 
chord, compressions in the bottom chord, 
and greatest stresses in the main web 
members, the maxima stresses will occur 
in the left arm when the right arm is 
fully loaded and a load enters upon the 
outer end of the left arm and advances, 
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panel by panel, until both arms are en- 
tirely loaded. The maximum stress will 
occur in each member of the chords 
under conditions which will prevail dur- 
ing this advance of the load over the left 
arm while the right arm is fully loaded, 
except near the outer end, where the 
maxima stresses may occur in the chords 
and end post from the negative reaction 
resisted by the latched end, when no 
load is upon the left arm, or from the 
half-panel load at the extreme end. 

The maximum stress will occur in 
each tension web member, and the com- 
pression member which meets it in the 
upper chord, when the load covers the 
left arm from the outer end to the foot 
of the tension member, the right arm 
being at the time fully loaded. 

These conditions of loading must be 
considered and treated as a continuous 
girder. To aid in the analysis of the 
stresses due to these conditions we will 
first find what is usually known as the 
pier moment, i.e., the moment at the 
pier resulting from the deflections due 
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to the loads on the spans, causing stress 
in the chords at the pier. 

A formula for the pier moment, M, of 
a continuous girder of two spans is 
obtained from the theorem of three 
moment p. 

It may be written 



+ \s w(i,' - *>] -=- 2(i, + /,)[; (i) 



in which W= the panel load, l x and £ 9 = 
the spans of the arms respectively, z = 
the distance of each load from the outer 
end of the span on which it rests, i.e., 
the left end of the left arm and right 

end of the right arm, and 2 and 2, are 
the signs of summation for the respec- 
tive spans. This formula is general and 
applies to all cases where neither chord 
is curved. 
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If the spans are equal, l x = £ 9 = I, and 
the formula becomes 



*=-■* 



^w{r-z*)z 



+ 2W{r - z')z~]. (2) 



Now if M be taken to represent the 
amount which each panel load con- 
tributes to the value of M, then M = 
2M ; and if from both terms of equa- 
tion (2) we eliminate 2, we can write 



j^.Eff-a-; . (3 , 



Again, if the panels are of equal 
length and n be taken equal to the 
number of panels in each arm, p equal 
to the panel length, and v equal to the 
number of panel lengths each load is 
distant from the outer end of the span 
on which it rests, then np = I, and 
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vp = z. By substituting these values in 
equation (3) we get 

M _ _ W(ny-vY)vp 

~ 4^y 

Win* — # a )#» /JV 

= ~ 4»' • ' (4) 

If we divide equation (4) by Wp we get 

lP/>"" 4w a ' * • ' w 

the second term of which may be tabu- 
lated for each position of the load for any 
number of panels, by simply substituting 
the values of n and v. The tabulations 
we may then use as coefficients of Wp to 
give any value of M ; for, calling this 
coefficient (equal to the second term of 
equation (5) ) c, equation (4) can be 
written M Q = c Wp. 

This coefficient for the value of J/ for 
each panel load of a continuous girder of 
two equal spans of from 4 to 12 panels 
each, inclusive, having in each span 
panels of equal lengths, is given in the 
following table: 
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The coefficient is usually expressed 

decimally, and when multiplied by Wp 

gives, in each case, a value of M in 

which the error will always be less than 

Wp 
anno* ^ le k^ ers k c > &> etc., are used 

to designate the respective panel points 
at which the loads may be situated, be- 
ginning at b, the first from the outer end, 
as marked on the diagrams Figs. 6, 8, 
and 11. 

The amount M which each panel load 
contributes to the value of M will be 
designated respectively as Mb, Mc, Md, 
etc. By the aid of the table of coeffi- 
cients this value for each panel load can 
readily be determined by simply multi- 
plying the panel load by the panel lengthj 
and the product by the coresponding co- 
efficient taken from the table; each value 
equals Wpc, as before stated. Then by 
adding these values for each panel which 
is considered to be loaded, the value of 
the pier moment, M, for any position of 
the loads is quickly arrived at. This 
much facilitates the operation, for the 
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value of M furnishes a ready key to the 
solution of the continuity, whatever 
method is used; for having obtained the 
value of M, the reactions can be easily 
deduced. 

Before proceeding with the graphical 
solution it will be expedient to find the 
values Mb, Mc, etc., for each panel of 
the left arm and tabulate them; then 
find the sum of these values for the right 
arm, which will equal the sum of those for 
the left arm if the panel loads are equal. 
For convenience call this sum Ms. Next 
add and tabulate Ms-\-Mb, this sum plus 
Mc, this latter sum plus Md, this last 
sum plus Me, etc., through all trhe panels 
of the left arm. These quantities will 
be designated as Msb, Msc, Msd, etc. If 
the panel loads are equal, the last sum 
will check equal to 2Ms. These results 
will be the different values of M for each 
position of the load as it enters upon the 
left end of the bridge and advances, 
panel by panel, from the left end toward 
the pier, until the entire arm is loaded; 
the right arm being at the same time 
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fully loaded. At the last position of the 
load it is obvious that both arms will be 
fully loaded. These will be all the 
values of M y the pier moment, necessary 
for determining the maxima stresses of 
the same character as the dead-load 
stresses. 

This is illustrated in the following 
tabulation of the pier moments for the 
bridge and loads as assumed. The data 
assumed for the bridge were given before 
Case I was taken up. What data are 
now to be used will be repeated: the 
number of panels, n 9 in each arm are 6, 
the panel length, p, is 20 feet, and the 
panel live load, W, equals 20,000 lbs* 
Now from the table of coefficients, where 
n = 6, we have simply to select each co- 
efficient, c, and multiply by Wp to obtain 
all the values of M , as follows : 
Values op M which each Panel Load 

CONTRIBUTES TO M. 

• = 1, Mb = 20000 X 20 X - .243= - 97,200 

• = 2, Mc = " " X-t =-177,800 
« = 3, Md = " " X - A = - 225,000 
« = 4, Me = " " X - f = — 222,200 
9 = 5, Mf = " " X - .382= - 152,800 

Ms = sum of above = - 875,000 
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Corresponding Values of M. 
Right arm fully loaded. 

Mab = - 972,200 Mae = - 1,597,200 

Mae = - 1,150,000 Maf = - 1,750,000 

Mad = - 1,375,000 2Ma = - 1,750,000 

2Ma checks Maf. 

Having obtained the values of the pier 
moment for each required position of 
the load we are prepared to proceed to 
the solution of the stresses, for which, in 
this case, the equilibrium and force poly- 
gons will be used, and combined with 
the direct method of graphics. 

Draw to some convenient scale a skele- 
ton diagram of one arm of the truss, as 
aBGg, Fig. 11, and from the panel points 
draw vertical lines downward. In Fig. 
11, as in Figs. 6 and 8, the scale used 
was 50 feet to the inch. The members 
of the truss and their corresponding 
stresses are not designated by the system 
of numerals used in the diagrams of 
Gases I and II, as that nomenclature 
could not have been systematically ap- 
plied to the stress diagram as here com- 
bined with the force polygon. Neither 
has it been attempted to indicate the 
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character of the stresses by the size of 
the lines. 

At any convenient place lay off the 
panel loads on a vertical load line in the 
usual manner; it will be convenient to 
use the lower portion of the vertical 
through a, as 1-6, Fig. 13. It is not 
necessary to use for the loads the same 
scale used in drawing the diagram 
of the truss, though the same scale 
{50,000 lbs. to the inch) was used in 
Pig. 13; but care must be taken to 
not confuse the two scales, if two are 
used. For the ordinates of the equili- 
brium polygon use at unity the scale 
to which the truss was drawn ; for 
the force polygon and direct graphics 
use the scale with which the loads were 
laid off. Select some point, as 0, usu- 
ally called the pole, horizontally distant 
a certain amount, by the scale used for 
loads, from the load line. This pole 
distance will be designated as H and • 
should be an amount easily used in cal- 
culation; in the figure it is taken at 
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80,000 lbs. It is well to place O some- 
what above the center of the load line. 

Connect with the upper point, 1, on 
the load line by the line 0-1 and from 
some point, as A, Fig. 12, on the vertical 
line below a, draw A-G a parallel to 1—0. 
Lay off O a -M a downward from G a9 of the 
value Ms divided by H y and from this 
point draw the closing line M a -A 9 to 
close on A, The line 0-1' drawn from O 
parallel to this closing line to intersect 
the load line produced will cut off 1-1', 
the amount of negative reaction at a 
when the right arm is fully loaded and 
no load is upon the left arm. 

Now consider the joint a : pass down- 
ward l'-l, the negative reaction just 
found, and draw \-a' parallel to aB of 
the truss, then a' -I 9 parallel to ba of the 
truss to close on 1'. Then 1-a' and 
a'-l' will be the maxima live-load 
stresses in aB and ab, respectively, of the 
same character as the dead-load stresses, 
in case the end a of the draw be latched 
down. Take next the forces acting upon 
the joint B; retrace a'-l in the direction 
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which the stress in aB acts upon this 
joint and draw 1-a" and a"-a' par- 
allel to BG and Bb and in the direction 
which their respective stresses act with 
reference to B, then \-a" and a" -a? will 
be the maxima live-load stresses of the 
same character as the dead-load stresses 
in BG and Bb respectively, if the ends 
of the draw be latched down, or if the 
negative reaction be less than one-half 
panel live load. 

If the end is not latched down and the 
negative reaction exceeds one-half panel 
live load, use the latter instead of the 
former, as the one- half panel live load 
would be the amount of force exerted 
downward upon the truss at a under this 
condition. As 1-1' is less than one-half 
panel live load, therefore, whether the 
end be latched down or simply supported 
and carrying its live load, it will be the 
proper negative reaction to use in this 
case. If the end of the bridge be latched 
down and the negative reaction be of 
sufficient amount so that a'-a" will ex- 
ceed one -half panel live load, it is appa- 
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rent that this condition will also give the 
maxima stresses in bO and Cc of the 
kind sought. This is not the case in the 
example under consideration. The fig- 
ure l-l'-a'-a" has heen extended for the 
joints of three panels beyond those men- 
tioned; the use of this will be shown in 
the investigation of the chord stresses. 

The point b will now be considered to 
be loaded; 1-2 on the load line represents 
the load at b. Draw 0-2 and draw B'-G h 
parallel to it. A-B'-G h will be called 
the load curve for this load. Lay off 

G b -M b , of the value ~, downward from 

JtL 

G b and draw the closing line My- A. M 
in this case equals Msb as tabulated; it 
is always drawn downward, as it is always 
negative. The closing line M b -A crosses 
the load curve A-B'-G b at x, which is 
the theoretical Point of Contraflexure; 
M b -A will be called the theoretical clos- 
ing line. Now as it is plain that one 
end of a member cannot be in tension 
and the other portion under compres- 
sion at the same time, nor one end be 
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under stress of either character and the 
opposite end of the same member be at 
the same time free from stress, it follows 
that the contraflexure, i.e., the change 
from tension to compression, or vice 
versa, must actually occur at a joint, 
probably the joint nearest to the theoret- 
ical point of contraflexure, as C", which 
will change the value of M, We will 
designate this joint where the change oc- 
curs as the Point of Mechanical Contra- 
flexure. If the theoretical point of con- 
traflexure occurs at the middle of a panel, 
select the joint which will give the 
greater stresses to the members in ques- 
tion. Should this occur when we are 
obtaining the chord stresses with thfe 
arm fully loaded, or nearly so, choose the 
joint at the left, which gives the greater 
value of M, as this will give the greater 
stresses of the same kind as the dead- 
load stresses, which we are seeking. The 
greatest chord stresses of the opposite 
kind were obtained when considering the 
truss to be acting on the principle of t^e 
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lever as an independent span, as de- 
scribed in Case II. 

As the closing line must be straight, 
draw A-m h for the mechanical closing 
line, passing through C". The line 0-R 
drawn parallel to this line will divide the 
load 1-2 into 1-R and R-2, the portions 
which react at a and g respectively; R-2 
will also be the reaction at C from that 
portion of the truss aC which, under 
this load, may be said to act as an inde- 
pendent span, — the portion of the truss 
eg acting at the time as the overhanging 
arm of a cantilever; R-2 will therefore 
be the compression in Cc. As c is the 
point of contraflexure there will be no 
Btress in be or CD. Now consider the 
joint C: pass upwards over 2-R, which 
is the amount of stress in Cc, omit CD 
as its carries no stress, then draw R-b" 
parallel to B Cand the action of its stresses 
upon this joint, and draw b"~-2 parallel 
to Cb and its stress with reference to 
this joint, to close on 2, and the maxi- 
mum tension in bC \% obtained. 

To show more fully that this is the 
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proper stress for bC, take that portion 
of the truss abBG which with this load 
reacts as an independent span upon a 
and 0. Considering the joint a, pass 
upward 22-1, the left reaction, then 
draw l-b f and b'-R parallel respectively 
to ab and Ba; take next the joint B, 
pass back on R-b' and draw V-b" and 
V-R parallel to Bb and BC respectively; 
next, taking the joint b, retrace V -b' 
and V-\, which represent the stresses in 
bB and ba, and pass down the load line 
1-2, the amount of load at b, and we find 
that a line 2-b" drawn from 2 parallel 
to bC and the action of its stress upon 
this joint just closes at b", showing that 
there is no stress in be, and that 2-#" is 
the stress in bC; R-2, as before stated, is 
the stress in Cc. 

Next consider the load advanced until 
c also is loaded ; 2-3 on the load line rep- 
resents the load at c. Draw 0-3 and C'-D' 
parallel to it, continuing the latter to O e ; 
A-B'-C-Gq will be the load curve for 
loads at b and c. Lay off G c -M c down- 
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ward from G of the value -^and draw 

the closing line M -A; M with this load 
equals Msc as tabulated. This time the 
closing line crosses so near to D f that, 
without change, it will be considered to 
pass through D' and to be the correct 
mechanical closing line. 0-R', which 
coincides with 0-2, cuts off the pier 
reaction i?'-3. Now consider the joint 
D: pass upward 3-i2', which is the com- 
pression in dD, and, omitting DE, which 
with this load has no stress, draw R'-c' 
and c'-3 parallel to CD and Dc respect- 
ively; then 3-6 1 ' will be the tension in 
cD. 

This again can be more fully proven 
by drawing the complete diagram of 
that portion of the truss which is at the 
left of the point of contraflexure, begin- 
ning with i?'-l, the left reaction. It is 
unnecessary to give it here in detail. 

Next consider the load advanced until 
the joint d is also loaded: 3-4 will be 
the additional load and D'-E' will be 
drawn parallel to 0-4, and produced to 



t. 
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G d ; A-B'-CT-D'-G d will now be the 
load curve. G d -M d wil 1 equ a\ M ( = Msd) 
divided by H. M d ~A will be the theo- 
retical and m d -A the mechanical closing 
line, and E' the point of mechanical 
contraflexure. O-R", drawn parallel to 
tn^A, will cut off R"A, the pier reaction 
which is also the compression in Ee. 
Consider the joint E: draw R"-d' par- 
allel to DE and rf'-4 parallel to Ed; d'4 
will be the tension in dE. 

Next advance the load to e; 4-5 on the 
load line will be the additional load; 
draw 0-5 and draw E'-F'-G e parallel to 
it; A-B'-C'-D'-E'-G e is the new load 
curve. Lay off M at G e ~M e of the value 

—rj-\ M e -A will be the theoretical clos- 

£1 

ing line, but m d -A will again be the 
mechanical closing line. The last load e 
will be at the point of mechanical con- 
traflexure. The pier reaction will now 
equal the stress in Ee plus the load at e, 
which fact will slightly change the dia- 
gram. It is to be borne in mind that 
any load at, or to the right of, the point 
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of contraflexure will cause no reaction 
upon the left abutment. Now, consider- 
ing the joint e, pass downward the 
amount of the pier reaction i2"-5, which 
is the sum of the two forces acting 
downward at this point, then draw 5~e' 
and e'-R" parallel to eF and fe respect- 
ively, closing on R", as there is no stress 
in de; 5-e' will be the stress in eF. 
Consider the point F: retrace e'-5, draw 
the line 5-e" parallel to FG, and e"-e' 
parallel to fF> closing on e' 9 as there is 
no stress in EF; e'-e" will be the com- 
pression in the post Ff. 

Now advance the load upon / and the 
entire arm is loaded. The additional 
load will be represented by 5-6 on the 
load line and A-B'-C'-D'-E'-F'-G f will 
be the complete load curve. The theo- 
retical closing line passes nearly mid- 
way between E' and /', and E' is again 
selected as the point of mechanical 
contraflexure; for this position will give 
greater stresses in the members to be 
considered than if F f were chosen. The 
pier reaction is 6-7?", and this is ob- 
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viously the maximum compression in Og. 
The new pier moment Gfm d , multiplied 
by H and divided by the depth Gg of 
the truss, will be the maximum stress in 
GG of the top chord and compression in 
ff of the bottom chord. Now consider 
the joint G: pass upward the pier re- 
action 6-i2", which is the stress in Gg, 
draw R"-g' parallel to GG and equal to 
the stress in that member, g'-f parallel 
to GF and its stress with reference to G 9 
and /'-6 parallel to Gf and its stress 
with reference to the same, to close on 6; 
f-g' is the maximum tension in FG, and 
and 6-f that in fG. Thus are found 
the maxima live-load stresses in the main 
web members and in both chords in the 
middle and next adjacent panels, for a 
line drawn from f perpendicular to 
R"-g f will cut off /"-#', the maximum 
compression in ef. 

Gftn d scales about 29.8, which multi- 
plied by 80,000, (H,) gives a pier 
moment of 2,384,000 f t.-lbs. for the full 
load, instead of 1,750,000 ft. -lbs. as cal- 
culated and tabulated. This rather 
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large difference is due to the change 
from the theoretical to the mechanical 
position of the point of contraflexure ; 
for G f -M f multiplied by H will give the 
moment as calculated. That the con- 
traflexure, or change of flexure, actually 
occurs at a joint is probably undoubted. 
In a case like the present, where the 
theoretical position of the change of 
stress occurs about midway between two 
joints, it is impossible, with our present 
knowledge" of the action of strains, to 
definitely decide at which point the 
change really occurs. The writer be- 
lieves that good judgment will select 
that joint which will give the greater 
stresses in the members under considera- 
tion. 

The remaining maxima live-load stresses 
of the same nature as the dead-load 
stresses, i.e., tensions in the upper and 
compressions in the lower chord, will 
be easily obtained by scaling the bending 
moments directly from the ordinates of 
the equilibrium polygons, where the clos- 
ing lines falls below the broken lines or 
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load curves. It could indeed occur that 
the stresses as just found in ef and FG 
would not he the maxima stresses in 
those members, in which case they also 
would be taken from the ordinates of 
the polygon. The maximum ordinate at 
-each panel point may be easily found by 
inspection. For any loading the value 
of M can be quickly calculated by the 
aid of the table of coefficients and the 
closing line to the polygon drawn. A 
few principles regarding the loads for 
these stresses may be mentioned. 

It is plain that the condition of load- 
ing must in each case be such that the 
point of contraflexure will be somewhere 
at the left of the member in which the 
stress is sought, in order that the stress 
be of the kind sought; the portion of 
the truss in which the member is situ- 
ated will, under this condition of load- 
ing, act as an overhanging arm, which 
supports at the point of contraflexure 
what may be considered as the end of 
that portion of the truss at the left of 
this point, which is, with this condition, 
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acting as the truss of an independent 
span. Now, evidently, when thus con- 
ditioned, a load at the right of the 
member in question cannot cause stress 
of the kind sought in that member; but, 
on the contrary, by changing the point 
of contraflexure to a position nearer the 
pier, will always tend to lessen the stress 
of this kind. Therefore the maxima 
upper-chord tensions and lower-chord 
compressions will always be caused by- 
loads to the left of the member under 
consideration, the right arm being at 
the time fully loaded. In the panels- 
near the end the maxima stresses of this, 
kind may be caused simply by the nega- 
tive reaction being resisted by the 
latched end; or, if the end be not 
latched, by the half -pan el live load at 
the end, no other portion of the left arm 
being loaded. In the present case the 
negative reaction will be the same 
whether resisted by either condition; 
it causes maxima chord stresses of this 
character in the four panels nearest the 
end, or from a to e and from B to F. 
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An examination of the equilibrium poly- 
gons will always readily show in what 
panels this condition will obtain, and 
the amounts of stress can be arrived 
at, either from the moments by scaling 
the ordinates of the polygons, or by 
continuing the diagram l-l'-a'-a" by 
the direct method through the re- 
quired members, as shown at the top 
of Fig. 13. The latter is perhaps the 
easier method. All of the maxima live- 
load stresses of this character will usually 
be found under some of the conditions 
of loading just considered for the main 
web stresses and for which the polygons 
are already drawn. 

From the equilibrium polygons drawn 
for conditions of loading as above, we 
have only to select and scale, at each 
panel point, the maximum ordinate be- 
tween the broken line or load curve of a 
polygon and its closing line, where the 
latter lies below the former, multiply it 
by H 9 and divide by the depth of the 
truss at the point in question (i.e., at the 
vertical between the same two diagonals 
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between which the member under con- 
sideration is situated), and we have the 
maxima compressions in the lower chord 
and horizontal components of the ten- 
sions in the upper chord due to live load. 

For the upper-chord stresses draw a 
line parallel to the lower chord (hori- 
zontal), and near it a line parallel to the 
upper chord. On the former lay off the 
lower- chord stresses ; at the measures, 
perpendiculars erected to it, cutting the 
latter, will intercept on it the upper- 
chord stresses, i.e., those in the members 
included between the same diagonals. 
See /-/'and/-/', Fig 13. 

These stresses when combined with 
the dead-load stresses give the maxima 
stresses of the same nature as the dead- 
load stresses, and the analysis is com- 
pleted if the ends of the bridge are 
neither latched down nor raised. 

Ends Latched Down. — If the ends of 
the bridge be latched down, the negative 
reaction at the outer end of the right 
arm, when not loaded, caused by'the de- 
flection due to loads upon the left arm 
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will be resisted, which will cause the 
bridge to act as a continuous girder, and 
we cannot consider either arm to act as an 
independent span under this condition of 
loading ; this will reduce such maxima 
stresses as have been found to occur 
under this condition. Then in that por- 
tion of the analysis given in Case II, for 
the chord stresses we must start with the 
reaction 1-2 equal to the reaction at a 
with the left arm fully loaded and the 
right arm unloaded, the bridge consid- 
ered as a continuous girder. The pier 
moment will equal Ms, and the reaction 
is readily found. Then for the counter- 
strains in the web members, as each 
panel is removed, beginning at the outer 
end, to obtain the maximum shear we 
must again each time calculate the reac- 
tion and lay it off on the load line in- 
stead of 1-5, 1-8 ; etc., or what amounts 
to the same thing, make 2-5, 5-8, etc., 
equal to the difference between each new 
reaction and the one previously used. 
The reaction at the abutment a will 
each time be equal to the corresponding 
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reaction of the same system of loads 
upon an independent span, plus the pier 
moment for that loading divided by the 

M 

length of the span of the arm ; or R + -y , 

in which R equals the reaction for the 
span, I, considered, on the principle of 
the lever, as a single independent span. 
M is easily obtained for any position of 
load by the aid of the table of coeffi- 
cients. Remember that M is always 
negative. These values of the reaction 
have simply the theoretical points of con- 
traflexure. The reader can in each case 
correct it graphically to the point of 
mechanical contraflexure, as previously 
shown, should he choose to do so. From 
what follows it will be seen that this 
correction or a further explanation b 
not considered necessary. 

The writer believes that in obtaining 
the maxima compressions in the top 
chord and end post, tensions in the 
bottom chord and first web member, and 
counter-stresses in the balance of the 
web members, it is best always to con- 
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sider the arm to be acting as an inde- 
pendent span ; because the load may at 
times come upon the bridge when the 
ends are not latched, causing either arm 
to act as an independent span, so far as 
the live-load stresses be concerned; in 
which case the strains would be greater 
than those stresses obtained by consider- 
ing it as one span of a continuous 
girder. The treatment for the negative 
reaction at the latched end has been 
given. 

Ends Lifted. — In case the ends are 
lifted by a lifting apparatus, or what 
may be termed an artificial reaction, ap- 
plied to the ends, calculate first the dead- 
load stresses as given in Case I for the 
bridge when unloaded and swinging, but 
for those dead-load stresses which are to 
be combined with the live-load stresses 
use a positive reaction at the abutment 
end equal to the estimated force which 
is to be applied to lift it. This force 
should exceed any possible negative re- 
action at this point. The diagram will 
be somewhat similar to that for Case 
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II, Fig. 9, and is so simple and so 
readily understood that an explanation 
of the method of constructing it will 
not be given. The known external 
forces will be this artificial reaction 
exerted upward at the abutment, and the 
dead loads acting downward at the panel 
points. Begin with the artificial reac- 
tion. 

For important structures it is best to 
combine both cases of dead-load stresses 
with the live-load stresses, and select the 
greatest results, as the live load may at 
times come upon the bridge when for 
some reason the ends have not been 
raised. Combine Case I, as herein given, 
with Case III ; and combine Case I, with 
the artificial reaction applied to the end, 
with Case II. These stresses thus com- 
bined will be maxima for all conditions 
of ends raised or ends simply supported. 

Concluding Remarks. — In the entire 
foregoing discussion it has been assumed 
that each panel point receives its load 
wholly independent of any other panel 
load; this, for uniform loads, is a com- 
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mon and perhaps usual assumption. For 
all the ordinary types of bridges in which 
the floor load of each panel is carried to 
the floor-beams at the panel points by 
means of stringers, or any equivalent 
arrangement, this assumption is not 
correct ; for no individual beam can re- 
ceive the full load from a stringer: the 
adjacent beam or abutment must receive 
a portion of the load. •Therefore no 
panel point can be fully loaded without 
each adjacent panel point carrying At 
|t least a half panel load ; from which fact 

it follows that the maxima shears will 
actually be somewhat less than found 
tinder the usual assumption. The error, 
however, is small, and is always on the 
eide of safety; and the writer believes 
that the practice of finding the web 
stresses according to the usual custom ol 
assuming each load to act-independently 
is a creditable one. The web members 
may well be allowed thia much favor in 
the calculations. 

In t*he example given, the writer has 
selected a very simple tyjpe of bridge, and 
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has endeavored to explain the application 
of the method quite fully, believing that 
from so doing the analysis will be more 
readily understood than if more com- 
plicated case had been chosen. When 
the method herein given is thoroughly 
comprehended, it will be readily adapted 
to several different types of trusses, 
though not to all. In the design of the 
trusses in the spans the method applies, 
with slight modifications, to any single 
system of triangulation. No difficulty is 
presented by the use of counterbraces in 
the panels near the ends, and the treat- 
ment for such cases is so nearly the same 
as that given, and so simple, that it was 
not deemed necessary to be given. The 
slight difference occurs in Case II. 

Figs. 1 to 5, inclusive, show as many 
different arrangements of the truss at the 
pier to which this analysis will apply; it 
is thought that the practical designer 
will find it adaptable to a sufficient 
number of available designs that he will 
consider it to be unnecessary labor to go 
through the tedious calculations of a 
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three-span design. Figs. 1 and 2 show 
arrangements at center of truss for 
center -bearing turn-tables. For the ar- 
rangement shown in Fig. 1 all panels 
must be of equal length, which may not 
always be found convenient. In that 
shown in Fig. 2 the center panel may 
be of any convenient length, as the pier 
reactions of the truss are upon the ends 
of beams which are independent of it, 
and for the stresses in the arms of the 
truss the center panel may be considered 
not to exist. The greatest strain that 
can come upon a counter in the center 
panel will be the strain from one half 
the shear from the greatest amount of 
unbalanced loads, which latter will be 
one half the pier reaction from a full 
live load on one arm, the other arm 
being at the same time free from load. 

Fig. 3 is susceptible of two distinct 
arrangements. If arranged as shown in 
the figure, the center panels may be 
omitted in the calculations of the stresses 
in the arms ; or, if desired, the top 
chords may continue straight to the cen- 
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ter, as in Pig. 1. In the first case the 
center panels may have any convenient 
length and the arms considered to react at 
the adjacent vertical posts; in the latter 
case all panels must be of equal length 
and the two arms considered to receive 
the pier reaction at the center of the top 
chord. In Figs. 4 and 5 the counters 
in the center panels are merely inserted 
to prevent excessive tipping of the bridge 
when swinging. They should have a 
small amount of play at their connections 
so as to take no strain when the bridge 
is closed, and hence have no place in the 
calculations of the stresses, for which 
reason they are not shown with full lines. 
Fig. 5 represents the entire truss of the 
type herein treated. 

For unequal panel lengths in the arms, 
the table of coefficients will not apply; 
for such cases equation (1) may be used 
to find the pier moment, and the re- 
mainder of the treatment will be sub- 
stantially as given. 

It is realized that much has been given, 
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in describing this analysis, which to some 
will seem superfluous; the writer begs 
the indulgence of such, believing that 
others, not so familiar with graphical 
methods, will appreciate the rather ele- 
mentary manner in which the description 
of the method has been attempted. 

The writer believes that for the ordi- 
nary types of swing-bridges the foregoing 
analysis will compare favorably with any 
that has been placed before the public. 
In the usual swing-bridge the spans of 
the arms are equal and the panels in 
them are of equal length, and for such 
the table of coefficients for the pier mo- 
ment furnishes a ready and convenient 
key to the problem of continuity for any 
design equivalent to a two-span girder. 
The table applies for unequal as well as 
for equal panel loads, and stresses may 
be calculated for concentrated loads. 

In conclusion, the writer would say 
that he can discern no satisfactory reason 
why the ordinary case of a swing-bridge 
should be treated as a continuous girder 
of three spans. So long as the services 
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of a bridge man be required to turn the 
bridge, there can be no reasonable ob- 
jection to latching down, or raising, the 
ends ; and with either of those conditions 
the continuous girder of two spans is 
superior to that of three spans ; for it 
gives more uniform reactions on the two 
sides of the pier, affords a much simpler 
treatment of the stresses, and is free 
from ambiguity of stress in the members 
near the pier. It is certainly a better 
policy to so design a bridge that the 
stresses may be readily and definitely 
determined than to choose a complicated 
design involving any decree of uncer- 
tainty. 
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APPENDIX A. 

COMPARATIVE REACTIONS UNDER 
PULL LOAD. 

It is a well-established principle that 
if a continuous girder of two equal spans 
consists of a solid beam or such other 
design that its load may be uniformly 
distributed throughout its length, with 
both spans fully loaded, the total load 
on either span will react in the pro- 
portion of three-eighths upon the end 
abutment and five-eighths upon the 
centre pier. A girder composed of an 
open system of bracing cannot be uni- 
formly loaded throughout its length, 
though it may carry uniform concentra- 
tions at the panel points, which approx- 
imate rather closely to a uniformly dis- 
tributed load. The reactions from such 
a girder, continuous over two spans, 
will only approximate the principle stated 
above; the approximation will be more 
or less close according as the concentra- 
tions are situated at more or less fre- 
quent intervals upon the spans. 
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From the table of coefficients for J£ 
we may quite closely ^ express the ratios 
of these reactions on spans of from four to 
twelve intervals, or panels. The follow- 
ing tabulation shows the comparative 
ratios, expressed to the third decimal 
place, and is, indirectly, a proof of the 
reliability of the table of coefficients, and 
the formula from which it was derived. 

Concentrations. Abutment. Pier. 

Uniform load 375 .625 

12 panels .376 .624 

11 " 376 .624 

10 " *. 37625 *62375 

9 " 377 .623 

8 •' 377 .623 

7 " 378 .622 

6 " 379 .621 

5 " *.380 *620 

4 " 383 .617 

* Exact decimals. 

The above ratios include the half- 
panels which rest directly upon the 
abutment and pier, which is necessary 
in order to afford a consistent comparison 
with a uniform load. Both spans are 
considered to be fully loaded. 



APPENDIX B. 

THE PIER MOMENT FOR UNEQUAL 

8PAN8. 

In the preceding analysis for swing- 
bridges the problem of continuity was 
solved by means of a table of coefficients 
from which is readily obtained each value 
of M , — the character M being under- 
stood to represent the amount which 
each loaded panel affects, or contributes 
to, the pier moment, M 9 in a continuous 
girder of two equal spans, having equal 
panel lengths throughout the spans. It 
will now be shown that this table of co- 
efficients is applicable to unequal spans 
with very nearly the same facility with 
which it can be applied to equal spans. 
It is not necessary that any dimension of 
one span shall equal the corresponding 
dimension in the other span ; it is only 
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necessary that the panel lengths be uni- 
form throughout each individual span. 

The following formula for the pier 
moment, M 9 of a continuous girder of 
two spans was given, and from it were 
tabulated the coefficients for J/ (see 
equation (1), Case III, page 63) : 

Jf= - j Vj£w(l? - %*)% 

+ 1± w(i; - «•)*] + *& + h) } • (a) 

In this equation the same symbols have 
been used and have been given the same 
significance as in equation (1). 

Let M t represent the amount which 
any panel load contributes to the pier 
moment of a continuous girder of two 
(equal or unequal) spans, and let Z rep- 
resent always the span on which the load 
is situated, (z must necessarily refer to 
the same span.) Then M = 2M lf and, 
omitting the summation, we may write 

*, = -[}- m: - *')* + 2(i, + u], 
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*-,(*, + *,) = - w{l \ z> - • <*> 

Now, let np = l and v^ = 2;, following 
the former notation (given in Case III), 
but referring always to the span on 
which the load is situated, and equation 
(b) becomes 

_ Wf(n> - v>)v 

Again, if we divide both terms of equa- 
tion (c) by 2np, substituting in the first 
term its equivalent value, 2l 0> we have 
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The last term of this equation is the 
same as the expression formerly obtained 
for the value of M , and the expression 
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- — t~t~^ is exactly that which in Case 

III was tabulated for the coefficients of 
M and designated as c. Using this 
designation for the above expression, 
and remembering that c is always nega- 
tive, equation (d) may be written 

Prom equation (e) it is plain that, to 
find the value of M x for two unequal 
spans, we perform precisely the same 
simple operation as for finding the value 
of M for equal spans, then multiply the 
result by twice the length of the span on 
which the load is situated, and divide by 
the combined length of the two spans. 

To express it algebraically, 

If l x = l q> then will either of those 

symbols equal Z , and the expression 

21 
* - will become unity. 
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When the spans are unequal, it is 
necessary to calculate the stresses for 
each span separately, which involves 
about double the amount of computation 
necessary for two equal and symmetrical 
spans. But the former exceeds the latter 
only in the amount of computation re- 
quired; it is equally simple, as has been 
shown. 

It is not thought that it will be nec- 
essary to give an example of the appli- 
cation of the method to unequal spans, 
as it follows, generally, the method for 
equal spans, and it is believed that the 
explanation given will be sufficient; but 
it may be well to mention that with un- 
equal spans it is necessary to remember 
that for the values Msb, Msc y etc., we 
must combine the values Mb, Mc, etc., 
for one span with the value Ms of the 
other span, when considering a moving 
load on one span with the other span 
fully loaded. 

It may be of interest to notice that a 
load upon the longer span affects the 
pier moment much more than an equal 
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load relatively situated on the shortsi 
span, owing to the greater deflection of 
the former. 

The solution of continuity for two 
spans, as herein given, though of not 
quite universal application, is so very 
nearly general that it may be very suc- 
cessfully applied to the calculations of 
Ordinary Swing Bridges. 
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Embracing New Constructions in Graphical Statics, a 
New General Method in Graphical Statics, and the 
Theory of Internal Stress in Graphical Statics. 8vo, 
cloth 1 50 



Maximum Stresses under Concentrated Loads. 



Treated graphically. Illustrated. 8vo, cloth 150 

EISSLER (M.) The Metallurgy of Gold; a Practical 
Treatise on the Metallurgical Treatment of Gold- 
Bearing Ores. 187 illustrations. 12010, cl 5 00 

' " ■ The Metallurgy of Silver ; a Practical Treatise on 
the Amalgamation, Roasting, and Lixiviation of 
Silver Ores. 124 illustrations, tamo, cloth 4 00 



\ 



The Metallurgy of Argentiferous Lead ; a Practi- 



cal Treatise on the Smelting of Silver Lead Ores and 
the refining of Lead Bullion. With 183 illustrations. 
8vo, cloth 500 

ELIOT (Prof. C. W.) and STORER (Prof. F. H.) A 
Compendious Manual of Qualitative Chemical An- 
alysis. Revised with the co-operation of the authors, 
by Prof. William R. Nichols. Illustrated. 16th edi- 
tion. Newly revised by Prof. W. B. Lindsay. 12010, 
cloth 1 5° 

EVERETT (J. D.) Elementary Text-book of Physics. 
Illustrated, isrno, cloth 14° 

FANNING (J. T.) A Practical Treatise on Hydraulic 1 
and Water-supply Engineering. Relating to the 
Hydrology, Hydrodynamics, and Practical Construc- 
tion of Water-works in North America. Illustrated. 
8vo, cloth 5 °° 

FISKE (Lieut. BRADLEY A., U. S. N.) Electricity in 
Theory and Practice ; or, The Elements of Electrical 
Engineering. 8vo, cloth '.."... a 50 

FLEMING (Prof. A. J.) The Alternate Current Trans- 
former in Theory and Practice. Vol. I. — The Induc- 
tion of Electric Currents. Illustrated. 8vo, cloth.... 3 °° 
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\ FOLEY (NELSON), and THOS. PRAY, Jr. The Me- 

I chanical Engineers' Reference-book for Machine and 

j Boiler Construction, in two parts. Part I— General 

Engineering Data. Part a— Boiler Construction. 

With fifty-one plates and numerous illustrations, 

specially drawn for this work. Folio, half mor 35 00 

FORNEY (MATTHIAS N.) Catechism of the Locomo- 
tive. Revised and enlarged. 8vo, cloth 3 50 

FOSTER (Gen. J. G., U. S. A.) Submarine Blasting in 
Boston Harbor, Massachusetts. Removal of Tower 
and Corwin Rocks. Illustrated with 7 plates. 4to, 
cloth 3 50 

FRANCIS (Jas. B., C.E.) Lowell Hydraulic Experi- 
ments. Being a selection from experiments on Hy- 
draulic Motors, on the Flow of Water over Weirs, in 
open Canals of .uniform rectangular section, and 
through submerged Orifices and diverging Tubes. 
Made at Lowell, Mass. Illustrated. 4to, cloth 15 00 

GERBER (NICHOLAS). Chemical and Physical An- 
alysis of Milk, Condensed Milk, and Infant's Milk- 
Food. 8vo, cloth 1 35 

GILLMORE (Gen. Q. A.) Treatise on Limes. Hydraulic 
Cements, and Mortars. With numerous illustrations. 
8vo, cloth 4 00 



Practical Treatise on the Construction of Roads, 



Streets, and Pavements. With 70 illustrations, 
zsmo, cloth 3. 00 

V Report on Strength of the Building-Stones in the 

I. United States, etc. Illustrated. 8 vo, cloth too 

GOOD EVE (T. M.) A Text-book on the Steam-Engine 
With a Supplement on Gas-Engines. 143 illustrations. 
z2mo, cloth 3 00 

GORE (G., F.R.S.) The Art of Electrolytic Separation 
of Metals, etc. (Theoretical and Practical.) Illus- 
trated. 8vo, cloth 3 50 

GRAY (JOHN, B.Sc.) Electrical Influence Machines. 
A full account of their historical development and 
modern forms, with instructions for making them. 89 
illustrations and 3 folding plates. 12010, cloth x 75 
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GRIMSHAW (ROBERT, M.S.) The Steam Boiler. 
Catechism. A Practical Book for Steam Engineers, 
Firemen and Owners and Makers of Boilers of any 
kind. Illustrated. Thick i8mo, cloth aoo 

GRIFFITHS (A. B., Ph.D.) A Treatise on Manures, or 
the Philosophy of Manuring. A Practical Hand-book 
for the Agriculturist, Manufacturer, and Student, 
ismo, cloth 3 oo 

GRUNER (M. L.) The Manufacture of Steel. Trans- i 
lated from the French, by Lenox Smith; with an 
appendix on the Bessemer process in the United States, 
by the translator. Illustrated. 8 vo, cloth 3 50 

GURDEN (RICHARD LLOYD). Traverse Tables: 
computed to 4 places Decimals for every ° of angle 
up to 100 of Distance. For the use of Surveyors and 
Engineers. New edition. Folio, half mor 7 50 

HALSEY (F. A.) Slide-valve Gears, an Explanation of 
the Action and Construction of Plain and Cut-off Slide 
Valves. Illustrated. 12010, cloth. Second edition.. 1 50 

HALF-HOURS WITH MODERN SCIENTISTS. Lec- 
tures and Essays. By Profs. Huxley, Barker, Stir- 
ling, Cope, Tyndall, Wallace, Roscoe, Huggins, 
Lockyer, Young, Mayer, and Reed. Being the Uni- 
versity Series bound up. With a general introduction 
by Noah Porter. President of Yale College, a vols, 
lamo, cloth. Illustrated 250 

HAMILTON (W. G.) Useful Information for Railway 
Men. Tenth edition, revised and enlarged. 562 
pages, pocket form. Morocco, gilt 2 00 

HARRISON (W. B.) The Mechanics' Tool Book. With 
Practical Rules and Suggestions for use of 'Machin- 
ists, Iron-Workers, and others. Illustrated with 44 
engravings. 12010, cloth 150 

HASKINS (C. H.) The Galvanometer and its Uses. A 
Manual for Electricians and Students. 12010, cloth.. 1 50 

HEAP (Major D. P., U. S. A.) Electrical Appliances of 
the Present Day. Report of the Paris Electrical Ex- 
position of 1881. 250 illustrations. 8vo, cloth a 00 
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HERRMANN (GUSTAV). The Graphical Statics of 
Mechanism. A Guide for the Use of Machinists, 
Architects, and Engineers ; and also a Text-book for 
Technical Schools. Translated and annotated by 
A. P. Smith, M.E. ismo, cloth, 7 folding plates 2 00 

HEWSON (WM.) Principles and Practice of Embanking 
Lands from River Floods, as applied to the Levees of 
the Mississippi. 8vo, cloth 2 00 

HENRICI (OLAUS). Skeleton Structures, Applied to 

the Building of Steel and Iron Bridges. Illustrated . . 1 50 

HO BBS (W. R. P.) The Arithmetic of Electrical Meas- 
urements, with numerous examples. 12010, cloth — 50 

HOLLEY (ALEXANDER L.) Railway Practice. Amer- 
ican and European Railway practice in the Economi- 
cal Generation of Steam, including the Materials and 
Construction of Coal-burning Boilers, Combustion, 
the Variable Blast, Vaporization, Circulation, Super- 
heating, Supplying and Heating Feed -water, etc., 
and the Adaptation of Wood and Coke-burning 
^4 Engines to Coal-burning; and in Permanent Way, 
including Road-bed, Sleepers, Rails, Joint Fastenings, 
Street Railways, etc. With 77 lithographed plates. 
Folio, cloth 12 00 

HOLMES (A. BROMLEY). The Electric Light Popu- 
larly Explained. Fifth edition. Illustrated, nmo, 
paper 40 

HOWARD (C. R.) Earthwork Mensuration on the 
Basis of the Prismoidal Formulae. Containing Sim- 
ple and Labor-saving Method of obtaining Prismoidal 
Contents directly from End Areas. Illustrated by 
Examples and accompanied by Plain Rules for Practi- 
j cal Uses. Illustrated. 8vo, cloth. 1 50 

HUMBER (WILLIAM, C. E.) A Handy Book for the 
I Calculation of Strains in Girders, and Similar Struct- 
ures, and their Strength ; Consisting of Formulae and 
Corresponding Diagrams, with numerous details for 
I practical application, etc. Fourth edition, xamo, 

cloth 2 50 

BUTTON (W. S.) Steam-Boiler Construction. A Prac- 
tical Hand-book for Engineers, Boiler Makers, and 
Steam Users. With upwards of 300 illustrations. 
8vo, cloth 700 
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ISHERWOOD (B. F.) Engineering Precedents for 
Steam Machinery. Arranged in the most practical 
and useful manner for Engineers. With illustrations. 
2v0ls.ini. 8vo, cloth 350 

JAMIESON (ANDREW, C.E.) A Text-book on Steam 
and Steam-Engines. Illustrated. i2mo, cloth 3 00 

Elementary Manual on Steam and the Steam-En 



gine. i2mo, cloth x 40 

JANNETTAZ (EDWARD). A Guide to the Determina- 
tion of Rocks ; being an Introduction to Lithology. 
Translated from the French by Professor G. W. 
Plympton. 12010, cloth x 50 

JONES (H. CHAPMAN). Text-book of Experimental 
Organic Chemistry for Students. i8mo, cloth 1 00 

JOYNSON (F. H.) The Metals used in Construction. 
Iron, Steel, Bessemer Metal, etc. Illustrated. i2mo, 
cloth 75 

■ ■ Designing and Construction of Machine Gearing. / 

Illustrated. 8vo, cloth. .' 2 00 

KANSAS CITY BRIDGE (THE). With an Account of 
the Regimen of the Missouri River and a Description 
of the Methods used for Founding in that River. By 
O. Chanute, Chief Engineer, and George Morrison, 
Assistant Engineer. Illustrated with 5 lithographic 
views and 12 plates of plans. 4to, cloth 6 00 

KAPP (GISBERT, C.E.) Electric Transmission of 
Energy and its Transformation, Subdivision, and Dis- 
tribution. A Practical Hand-book. 12100, cloth 300 

KEMPE (H. R.) The Electrical Engineer's Pocket 
Book of Modern Rules, Formulae, Tables, and Data. 
Illustrated. 32100, mor. gilt 1 75 

KING (W. H.) Lessons and Practical Notes on Steam. 
The Steam-Engine, Propellers, etc., for Young Ma- 
rine Engineers, Students, and others. Revised by 
Chief Engineer J. W. King, United States Navy. 
8vo, cloth , 2 00 

KIRKALDY (WM. G.) Illustrations of David Kir- 
kaldy's System of Mechanical Testing, as Originated 
and Carried On by him during a Quarter of a Century. 
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Comprising a Large Selection of Tabulated Results, 
showing the Strength and other Properties of Ma- 
terials used in Construction, with Explanatory Text 
and Historical Sketch. Numerous engravings and 25 
lithographed plates. 4to, cloth 35 00 

KIRKWOOD (JAS. P.) Report on the Filtration of 
River Waters for the supply of Cities, as practised in 
Europe. Illustrated by 30 double-plate engravings. 
4to, cloth 15 00 

LARRABEE (C. S.) Cipher and Secret Letter and Tele- ' 

graphic Code, with Hog's Improvements. i8mo, 
cloth 60 

LARDEN (W., M. A.) A School Course on Heat. i2mo, 

half leather a 00 

LEITZE (ERNST). Modern Heliographic Processes. 
A Manual of Instruction in the Art of Reproducing 
Drawings, Engravings, etc., by the action of Light. 
With 33 wood-cuts and ten specimens of Heliograms. 
8vo, cloth. Second edition 3 00 

LOCKWOOD (THOS. D.) Electricity, Magnetism, and 
Electro-Telegraphy. A Practical Guide for Students, 
Operators, and Inspectors. 8vo, cloth.. Third edi- 
tion a 50 

LODGE (OLIVER J.) Elementary Mechanics, includ- 
ing Hydrostatics and Pneumatics. Revised edition. 
1 2 mo, cloth x so 

. LOCKE (ALFRED G. and CHARLES G.) A Practical 
Treatise on the Manufacture of Sulphuric Acid. 
With 77 Constructive Plates drawn to Scale Measure- 
ments, rnd other Illustrations. Royal 8vo, cloth 15 00 

LOVELL (D. H.) Practical Switch Work. A Hand- 
book for Track Foremen. Illustrated. 12010, cloth., x 50 

LUNGE (GEO.) A Theoretical and Practical Treatise 
on the Manufacture of Sulphuric Acid and Alkali with 
the Collateral Branches. Vol. I. Sulphuric Acid. 
Second edition, revised and enlarged. 343 Illustra- 
tions. 8vo., cloth 15 00 

and HUNTER F.) The Alkali Maker's Pocket- 
Book. Tables and Analytical Methods for Manufac- 
turers of Sulphuric Acid, Nitric Acid, Soda, Potash 
and Ammonia. Second edition. 12010, cloth 300 
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MACCORD (Prof. C. W.) A Practical Treatise on the 
Slide- Valve by Eccentrics, examining by methods the 
action of the Eccentric upon the Slide-Valve, and 
explaining the practical processes of laying out the 
movements, adapting the Valve for its various duties 
in the Steam-Engine. Illustrated. 4to, cloth 2 50 

MAYER (Prof. A. M.) Lecture Notes on Physics. 8vo. 
/ cloth 200 

McCULLOCH (Prof. R. S.) Elementary Treatise on the 
Mechanical Theory of Heat, and its application to Air 
and Steam Engines. 8vo, cloth 3 50 

MERRILL (Col. WM. E., U. S. A.) Iron Truss Bridges 
for Railroads. The method of calculating strains in 
Trusses, with a careful comparison of the most promi- 
nent Trusses, in reference to economy in combination, 
etc. Illustrated. 4to, cloth 5 00 

METAL TURNING. By a Foreman Pattern Maker. 
Illustrated with 81 engravings. i2mo, cloth 1 5° 

MINIFIE(WM.) Mechanical Drawing. A Text-book of 
Geometrical Drawing for the use of Mechanics and 
Schools, in which the Definitions and Rules of Geom- 
etry are familiarly explained ; the Practical Problems 
are arranged from the most simple to the more com- 
plex, and in their description technicalities are avoided 
as much as possible. With illustrations for Drawing 
Plans, Sections, and Elevations of Railways and Ma- 
chinery ; an Introduction to Isometrical Drawing, and 
an Essay on Linear Perspective and Shadows. Illus- 
trated with over 200 diagrams engraved on steel. 
With an appendix on the Theory and Application of 
Colors. 8vo, cloth 4 00 

— Geometrical Drawing. Abridged from the octavo 
edition, for the use of schools. Illustrated with 48 
steel plates. Ninth edition, nmo, cloth 300 

MODERN METEOROLOGY. A Series of Six Lectures, 
delivered under the auspices of the Meteorological 
Society in 1878* Illustrated. 12010, cloth 1 50 ( 

MOONEY (WM.) The American Gas Engineers' and 
Superintendents' Hand-book, consisting of Rules, 
Reference Tables, and original matter pertaining to 
the Manufacture, Manipulation, and Distribution of 
Illuminating Gas. Illustrated. 12010, morocco 300 
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MOTT (H. A., Jun.) A Practical Treatise on Chemistry 
(Qualitative and Quantitative Analysis), Stoichi- 
ometry, Blow-pipe Analysis, Mineralogy, Assaying, 
Pharmaceutical Preparations, Human Secretions, 
Specific Gravities, Weights and Measures, etc. New 
Edition, 1883. 650 pages. 8vo, cloth 4 00 

MULUN (JOSEPH P., M.E.) Modern Moulding and 
Pattern-making. A Practical Treatise upon Pattern- 
Shop and Foundry Work : embracing the Moulding 
of Pulleys, Spur Gears, Worm Gears, Balance-wheels, 
Stationary Engine and Locomotive Cylinders, Globe 
Valves, Tool Work, Mining Machinery, Screw Pro- 
pellers, Pattern-shop Machinery, and the latest im- 
provements in English and American Cupolas ; 
together with a large collection of original and care- 
fully selected Rules and Tables for every-day use in 
the Drawing Office, Pattern-shop, and Foundry. 
i2mo, cloth, illustrated 2 50 

MUNRO GOHN, C.E.) and JAMIESON (ANDREW, 
C.E.) A Pocket-book of Electrical Rules and 
Tables for the use of Electricians and Engineers. 
Seventh edition, revised and enlarged. With numer- 
ous diagrams. Pocket size. Leather 2 50 



G., M.E.) Practical 



MURPHY (T. 

Manual for Mining Engineers. 



Mining. A 



x 50 



ig. A Field 
„ With Hints for In- 
vestors in Mining Properties. i6mo, morocco tucks. . 

NAQUET (A.) Legal Chemistry. A Guide to the De- 
tection of Poisons, Falsification of Writings, Adulter- 
ation of Alimentary and Pharmaceutical Substances, 
Analysis of Ashes, and examination of Hair, Coins, 
Arms, and Stains, as applied to Chemical Jurispru- 
dence, for the use of Chemists, Physicians, Lawyers, 
Pharmacists and Experts. Translated, with addi- 
tions, including a list of books and memoirs on Toxi- 
cology, etc., from the French, by J. P. Battershall, 
Ph.D., with a preface by C. F. Chandler, Ph.D., 
M.D., LL.D. xamo, cloth 200 

NEW ALL (J. W.) Plain Practical Directions for Draw- 
ing, Sizing and Cutting Bevel-Gears, showing how the 
Teeth may be cut in a plain Milling Machine or Gear 
Cutter so as to give them a correct shape, from end 
to end ; and showing how to get out all particulars for 
the Workshop without making any Drawings. In- 
cluding a full set of Tables of Reference. Folding 
Plates, 8vo., cloth. 3 00 
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NEWLANDS (JAMES). The Carpenter's and Joiners' 
Assistant : being a Comprehensive Treatise on the 
Selection, Preparation and Strength of Materials, and 
the Mechanical Principles of Framing, with their 
application in Carpentry, Joinery, and Hand-Railing; 
also, a Complete Treatise on Sines ; and an illustrated 
Glossary of Terms used in Architecture and Building. 
Illustrated. Folio, half mor 15 00 

NIBLETT (J. T.) Secondary Batteries. Illustrated. 
i2mo, cloth 1 50 

NIPHER (FRANCIS E., AM) Theory of Magnetic 
Measurements, with an appendix on the Method of 
Least Squares. 12010, cloth 1 00 

NOAD (HENRY M.) The Students' Text-book of Elec- 
tricity. A new edition, carefully revised. With an 
Introduction and additional chapters by W. H. 
Preece. With 471 illustrations. 12 mo, cloth 400 

NUGENT (E.) Treatise on Optics ; or, Light and Sight 
theoretically and practically treated, with the appli- 
cation to Fine Art and Industrial Pursuits. With 103 
illustrations, nmo, cloth 1 50 

PAGE (DAVID). The Earth's Crust, a Handy Outline 
of Geology. i6mo, cloth 75 

PARSONS (Jr., W. B„ C.E ) Track, a Complete Man- 
ual of Maintenance of Way, according to the Latest 
and Best Practice on Leading American Railroads. 
Illustrated. 8 vo, cloth 200 

PEIRCE 
cloth 
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(B.) System of Analytic Mechanics. 4to, 
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10 00 

'PHILLIPS (JOSHUA). Engineering Chemistry. A 
Practical Treatise for the use of Analytical Chemists, 
Engineers, Iron Masters, Iron Founders, students and 
others. Comprising methods of Analysis and Valu- 
ation of the principal materials used in Engineering 
works, with numerous Analyses, Examples and Sug- 
gestions. 314 Illustrations. 8 vo, cloth 4 00 

PLANE TABLE (THE). Its Uses in Topographical 
Surveying. Illustrated. 8vo, cloth 3 00 

PL ATTN ER. Manual of Qualitative and Quantitative 
Analysis with the Blow-pipe. From the last German 
edition, revised and enlarged, by Prof. Th. Richter. 
of the Royal Saxon Mining Academy. Translated by 
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Prof. H. B. Cornwall, assisted by John H. Caswell. 
Illustrated with 87 wood-cuts and one lithographic 
plate. Fourth edition, revised. 560 pages. 8vo, 
cloth 500 

PLANTE (GASTON), The Storage of Electrical En- 
ergy, and Researches in the Effects created by Cur- 
rents, combining Quantity with High Tension. 
Translated from the French by Paul B. Elwell. 89 
illustrations. 8vo 400; 

PLYMPTON (Prof. GEO. W.) The Blow-pipe. A 
Guide to its use in the Determination of Salts and 
Minerals. Compiled from various sources, xamo, 
cloth 150 

POOLE OOSEPH). The Practical Telephone Hand- 
book and Guide to the Telephonic Exchange. 227 
illustrations, xamo, cloth x 00 

POPE (F. L.) Modern Practice of the Electric Tele- 
graph. A Technical Hand-book for Electricians, 
Managers and Operators. New edition, rewritten 
and enlarged, and fully illustrated. 8vo, cloth 1 50 

PRAY (Jr., THOMAS). Twenty Years with the Indi- 
cator; being a Practical Text-book for the Engineer 
or the Student, with no complex Formulae. Illustrated. 
8vo, cloth 2 50 

PRACTICAL IRON-FOUNDING. By the author of 
" Pattern Making," etc., etc. Illustrated with over one 
hundred engravings, xamo, cloth x 50 

PREECE (W. H.) and MAIER (J.) The Telephone. 

Illustrations and Plates. 12010, cloth 4 00 

PRESCOTT (Prof. A. B.) Organic Analysis. A Manual 
of the Descriptive and Analytical Chemistry of certain . 
Carbon Compounds in Common Use ; a Guide in the 
Qualitative and Quantitative Analysis of Organic 
Materials in Commercial and Pharmaceutical Assays, 
in the estimation of Impurities under Authorized 
Standards, and in Forensic Examinations for Poisons, 
with Directions for Elementary Organic Analysis. 
8vo, cloth 5 00 

Outlines of Proximate Organic Analysis, for the 

Identification, Separation, and Quantitative Deter- 
mination of the more commonly occurring Organic 
Compounds. 121110, cloth x 75 
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PRESCOTT (Prof. A. B.) First Book in Qualitative 

Chemistry. Fifth edition, ismo, cloth x 50 

and OTIS COE JOHNSON. Qualitative Chemical 

-Analysis. A Guide in the Practical Study of Chem- 
istry and in the work of Analysis. Revised edition. 
With Descriptive Chemistry extended throughout 3 50 

PRITCHARD (O. G.) The Manufacture of Electric 

Light Carbons. Illustrated. 8vo, paper 60 

PULSIFER (W. H.) Notes for a History of Lead. 8vo, 

cloth, gilt tops . . . ; 4 OO 

PYNCHON (Prof. T. R.) Introduction to Chemical 
Physics, designed for the use of Academies, Colleges, 
and High Schools. 269 illustrations on wood. Crown 
8vo, cloth ., 300 

RANDALL (J. E.) A Practical Treatise on the Incan- 
descent Lamp. Illustrated. i6mo, cloth 50 

(P. M.) Quartz Operators Hand-book. New edi- 
tion, revised and enlarged, fully illustrated. xamo t 
cloth 200 

RAFTER (GEO. W.) Sewage Disposal in the United 

States. Illustrated. Cloth (In Press.) 

RANKINE (W. T. MACQUORN, C.E„ LL.D., F.R.S.) 
Applied Mechanics. Comprising the Principles of 
Statics and Cinematics, and Theory of Structures, 
Mechanism, and Machines. With numerous dia- 
grams. Thoroughly revised by W. J. Millar. Crown 
8vo, cloth 5 00 

■ Civil Engineering. Comprising Engineering Sur- 
veys, Earthwork, Foundations, Masonry, Carpentry, 
Metal-work, Roads, Railways, Canals, Rivers, Water- 
Works, Harbors, etc. With numerous tables and 
illustrations. Thoroughly revised by W. J. Millar. 
Crown 8vo, cloth 6 50 

Machinery and Mi 11 work. Comprising the Geom- 

try. Motions, Work, Strength, Construction, and 
Objects of Machines, etc. Illustrated with nearly 300 
woodcuts. Thoroughly revised by W. J. Miller. 
Crown 8vo, cloth 5 00 

' The Steam-Engine and Other Prime Movers. 
With diagram of the Mechanical Properties of Steam, 
folding plates, numerous tables and illustrations. 
Thoroughly revised by W. J. Millar. Crown 8vo, 
cloth : 5 00 
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